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PART m 


Stores Purchase 


Medical Education Department 

TENDER NOTICE. 

No. A2-1123/13/RIO. 10th September 2013. 

Sealed tenders are invited for the supply of the 
following items to the Regional Institute of 
Ophthalmology, Government Ophthalmic Hospital, 
Thiruvananthapuram. 

SI. Tender No. and Name of Equipment 

No. with Quantity 

1 06/2013-14—Slit lamp with Applanation 
Tonometer—2 Nos. 

2 07/2013-14—Indirect Ophthalmoscope—1 No. 

3 08/2013-14—Auto refractometer with 
Keratometer—1 No. 

4 09/2013-14—^Non contact Tonometer—1 No. 

5 10/2013-14—AB Scan—1 No. 












Cost of tender form: 

Original—? 2,100 for SI. No. 1, ? 400 for 
SI. No. 2, ? 840 for SI. No. 3, ? 945 for SI. No. 4, and 
? 1,680 for SI. No. 5. 

Duplicate—? 1,155 for SI. No. 1, ? 210 for 
SI. No. 2, ? 420 for SI. No. 3, ? 525 for SI. No. 4 and 
? 840 for SI. No. 5. 

The tenders should be superscribed due at 11 a. m. 
on 22-10-2013 and addressed to the Director, Regional 
Institute of Ophthalmology, Government Ophthalmic 
Hospital, Red Cross, Thiruvananthapxrram-695 037. Last 
date of receipt of tender is at 11 a. m. on 22-10-2013. 
Late tenders will not be accepted. The tender will be 
opened at 11.30 a. m. on 22-10-2013 in the presence of the 
tenderers or their authorized representatives who may 
present at that time. 

Intending tenderers may on application to the 
Director, Regional Institute of Ophthalmology, Red Cross 
Road, Thiruvananthapuram-695 037, obtain the requisite 
tender form on which the tenders should be submitted. 
Application for the tender forms should be accompanied 
by a cash remittance of rupees above which is price fixed 
for a form and which is not refundable under any 
circumstances. The tender forms are not transferable. Sale 
of tender forms will be closed at 3 p. m. on 21-10-2013. 
Cheque, postage stamp etc. will not be accepted towards 
the cost of tender forms, nor will the forms be sent per 
V. R P. Duplicate tender forms, if required will be issued 
at rupees noted above. 

Detailed specifications and special conditions will be 
available with the tender form. 

Further details, if any required will have from the 
office of the imdersigned in office hours on all working 
days. 

The imdersigned reserves the right to split the order 
among two or more tenders if found necessary and also 
to reject any of or all the tenders without assigning any 
reason. 

(iDlojiumoTOnjjoo o1^1oQ)6m(a3 ga3m^1g^2§ aono 
aociOKnoroSefflogstojos (cnojenSoao^ cft.sn2oaajnJi.OT)1) caiajojoa^ 
83iS)lGeJo9ffl a5)06)<p nJOQffijoT) gojcaioemo/aojam ejej|ao<e6)2crDOT)l 
(sejc90 6)S6n30j<9)(/3 c9iiism1^26)cft.oggjoT)j. 

(.Am fflsene^ mcnjojo gmajjo cruoflMjlnJOj) 

mama ailmosmajjo 

1 06/2013-14—cmlg eioom oiltmo) (3i3i^cmniici3 

csocemoffliga—2 n3)Gmo 

2 07/2013-14—sa8njL)(n)Oc&s aajajioraSeffloaruGc&Onj— 
1 

3 08/2013-14-(3Ta)C§0 0ll.ti0 0 GSO ffll OjItmO) 

6)t63CD0(S§0l21^ga-1 o^ST^o 

4 09/2013-14—cmosra CtOjoenSsocas esoeemomlga— 
1 <^60^0 

5 10/2013-14-ci^) 6nil CrUc&OCiS-1 f>®S|Tjo 


fflssrea CnOOO(!5rs)ls)ci^ oilm: 

C3iaoij(o3—(.‘fl’fflfiroma i-cn ? 2,100, 2-m 

? 400, 3-Cn ? 840, (.<0=® 4-Cn ? 945, 

tcftfflmama s-od ? i,680. 

ajo^jc^lGcefflg—t'S>®fTiama i-cn ? 1,155, (.<s>ffl0Dcnia 2-cn 
? 210, 3-cn ? 420, L<fl>®(T5ama 4-00 ? 525, 

t<ft.fflmama 5-cn ? 840. 

©S6n§a cOaQiolaci^ nj^ocoim c0sJ0§ gfiJc0DCO6rr) 

(ijrcDifflcig/fflojamIfflog omoo eosiJOcjjsjOTisiloQncalceajam aserea 
mama n 3 )<P 2 anemo. asenea, ojooffiooasa, ol^l<S3>smraS 
^aamjlg_y| aocio aociDaj)oa3eaogs1 (moi6n3amo^ caeTjyxajaJt®)!), 
aooD GiS:,o<ro gooojd, anlajojmamajjao aa)OT) oilejocruairailraS 
caracffioalooaemo. asarsa eielocsaene caraoicmom anloaxinl 
22-10-2013-an fflooilaej 11 mamloiaatisoam. anoaorul^j ailgjam 
asaisojcOiCa oroilcOjalceajamanm. asaneojoaca 22 - 10 - 2013 , 
aooilaei 11 . 30-00 asenea ancmmajcsccsDO cairaaiajas tnJWilooluJl 
cOjgjcsccsDO aruoamlriDiasrailoS anjOflOajamanoan. asaisa (313)0100^ 
ffljggoia asenedlmjcojGne raracrUcOiaiarutirnano asenedlmjcmaa 
ca>OGrr)l.y1o1o9a2am oilei aruoolano (3T3Goj<Md1.yo(i53 asenea 
Ccioooo melasajamanoan. am asenea Crmoalmjgg assrea 
aroj1<a.a1caai<9i00)1381. asanea aacOiBogo aiiJtg/jamanm. 
asanea oaooalaag oilei s>ajse>is,(^ (3I3)0Q)1 cru/ltOiaitBajamanm. 
asansa ail653(jjm 21 - 10 - 2013-00 g^officoa 3 mamlcoa raraanaruoml 
csajamctnoand. earaS ojoatonnlalooajam gnJcOjaamariJilao^/ 
aajamlaag ailaoBfflooo) mloifflaangjo asaneolaci^ (.nJaaiitfe 
m1amoru)m<fl>gjo asanea Gcinoomilcmoasocjjo &ie1<6ajam(moand. 

<9>jsj(!j)(i58 culoaBnilmaeanca ratajcuaa^ffljggcua 
tnjcu^djran BlmarD63i3g1eijo aoanlord crDBOoirann ro)oa<p a(jjl§iai 
coajam gGBiocoarunaog aociclardlroS mlomjo eieltoajamaioand. 
fflotanam aoj cft>oaamaiijo ojoooioa®) eocol cOj fflOGcnio 
fflj>pjajmoGcrj)o asanea oq a^ijc^omjgg raiaoncftioamjo aioaip 
aijjl§iai<sajam gGBiocnarucmlraa m1<0anrJOT)ffloand. 

Regional Institute of Ophthalmology, (Sd.) 

Thiruvananthapuram. Director. 

TENDER NOTICES 

( 1 ) 

No. C8/8035/2013/IVICT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the following 
items required for the Professor & Head, Paediatrics 
Department, S. A. T. Hospital, Thiruvananthapuram. 
Tender should be superscribed, tender number and 
addressed to the Principal, Govt. Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had 
from this Office on working hours till 3.30 p. m. 

Tender No.—139/2013. 

Details of Items—^Nitric Oxide Inhalation Delivery 
System—1 No. 





Cost of tender form (Inclusive of VAT): 

Original-^ 1,575. 

Duplicate —^ 840. 

Last date and time for sale of tender form—^9-10-2013, 
3 p. m. 

Last date and time for receipt of tender form— 
10-10-2013, 2.30 p. m. 

Date and time of opening of tender—10-10-2013, 
3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage 
charge ? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 27-9-2013. 
No other forms of remittance will be accepted. 

OTilojajODOTOnjjfflo naouIcBeoa e<9)0<jg^l6)&j o/lcuilasoLsItfccru 
ajo1(jjo^§offlci^lGej<aa carajojoajifflocs)) (!j)06)>PcjjooQ)2aT) cruoaxuesraoa 
ojlctnasmo cniimilsj) GoDootaiRnlroS 

3^r>ejocmjcft.a3 oMdsmIcBojcmj. 6(3nejocrujca>a3 b^'^octd 
cnomeraosjAjsl cnlaa/la) snlooxcnlceajmjaSaj tr>Jla3crul(jjoa3, 
oaojuIcBoraS a<feoegrf, (tnlojojcncTOoJjao-eas on n^cm 
QjlejocrudjrinlraS n^asrthl^lolGaOfflengRnoem. 

3(3nejocrD cncnj^—139/2013. 

CTDOO) cn tmmlocig Oojca—oecntslcoi' a o cal'eo cm on 

acT3(incsejtm(T3 ocmeilcuol cmlcr^io—1 na)6TT|o. 

3(3'^0(ru (inOoocarailQog oil&J: 

caiacmraS—? 1,575. 

caal^^cOD^ry—^ 840. 

B^'^ocro (inDooo (u1(a3c96)jcTT) caiaojcmocn anlcsDOTilcmjo 
cmaoroojjo—9-10-2013, 3 aeml 

B^'^ocru (Scioooo cmjIcSjffllceejcm caraojcmocn (mlooKmloffijo 
cma<n)cujo—10-10-2013, 2.30 aeml 

B^'^ocro ajijOtoajonD ailcnxijiloffijo cmfflOQXujo—10-10-2013, 

3 marn. 

B^'^ocru (i(i00063i3(^ cij)aJoej1ra3 cBcusnscucS ORKraoffiaffljcm 
OTiIcnjGOJsrie cij)j<9) (? 50) caiaculAaocnil c3ia(n)(s»G<6S)GTieci5)06n3. 
Ba<^ocru GnO00(1515)1 a ojIoj aonDlcm1co3 GcnolGgo msml 
ao(3aJL)a (srajGcrso cmjlajffllceffljanDcoiosm. C5ra^ooc5)(n)jgg ^3)^0 
cTOGnJcOiUcOigjo cn1fflcm1<66)jcm(5)06m. GoDOOGrannoasonjo ffl2CC3 
oJcc5)65i3Ggo fflGoacoiBdejjo GCUDOAijaan^jcftiGgo (5ra(n)0ffl<6aoci3 
c5ra)(U(a^a(Tj§ja<6joanejgg(5)2o Garoaculeiocmo oji<s<5)ffl&0(5i5) 
(oijfflooQ) fflaT)lGcs3)o^cu)oj<6jC/8 (r)1o(m1<sajanD(5)06no. aeml ao^cm^ 
oj<p 1 G(i00065i3a8 c5TaiCucaca^S)aflaoaTg)33 (5r3GoJc9a3cft,c/3 
aociol cmlcoS 27-9-2013-cn ffljci3(J c9>1§1 crsl o1 aaauo. 
(5)oacm1^2 cftn§jonr) fflaTnGQ3)o^cu)02<6jC/3 aDlocm1<6a2cm(5)06nd. 
B^'^oono Gtuoooo aaajfflooood ojoslaocorsicaijo aoltoacoS raras^ 
(5)jcft. c5)1o1^j<6d§jofT)(5)jm^. (5)Offlcm1^j<ed§2anD BcSfiejocmjajC/S 
Q3)oac5)Offlj c9)Offl6nDOJC«oejjo cmjlajffllaajomcsia. oOjjsjcoicoS 
cu1ojffl65r3c/3 LnJOj^(5r5)1 BlcucmesBglcoS csrajcuolcmlcDS cnlcmjo 
ejg1<6a3anD(5)06no. 


Specifications 

Inhaled Nitric Oxide Delivery System: 

Delivers low concentration NO therapy with typical 
concentrations being in the range of 2-80ppm. Usable 
with any constant flow ventilator esp SLE 5000 and Drager 
Babylog ventilator. 

The equipment should have following features: 

• User settable alarms for high and low 
concentrations 

• Monitor for NO and N02 

• Automatic reduced flow on high alarm 

• Internal battery backup 1 hrs 

• Extra long life cells 

• Internal printer 

• Simple calibration 

• Available with bespoke heavy duty trolley 

• Includes disposables-adapters, tubing, connectors, 
cartridges 

NO Sensor range: 0-200 ppm resolution 

1. O.lppm for NO<100 ppm 

2. 1 ppm for NO>100 ppm 

N02 Sensor range: 0-50 ppm resolution/0.1 ppm 

It should provide NO scavenging filters assembly to 
connect the existing ventilator. 

Nitric Oxide delivery patient circuit suitable for use 
with the SLE4000 or SLE5000 standard circuit BC5188/400. 

The unit should provide five numbers suitable 
capacity nitric oxide cylinders. 

It should work at 220 to 230 Vac 50 Hz. 

The equipment should have national/international 
standards for safety and quality. 

Warranty: 2 years. 

Tender Schedule 

1. The period for which the rates to be in firm 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 


6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders xmsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered imder any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items is given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 

( 2 ) 

No. C8/18881/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
performa are invited for the purchase of the following 
items required for the Professor & Head, Paediatric 
Department, S. A. T. Hospital, Thiruvananthapuram. 
Tender should be superscribed, tender numbers and 
addressed to the Principal, Govt. Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this Office on working hours till 3.30 p. m. 


Tender No.—141/2013. 

Details of items—Radiant warmer cum Incubator— 
INo. 

Cost of tender form (Inclusive of VAT): 

Original—? 1,785. 

Duplicate —^ 945. 

Last date and time for sale of tender form—9-10-2013, 
3 p. m. 

Last date and time for receipt of tender form— 
10-10-2013, 2.30 p. m. 

Date and time of opening of tender—10-10-2013, 
3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage 
charge ? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 27-9-2013. No 
other forms of remittance will be accepted. 

OTilojojmoronjjfflo naouloseKoS e<9)0(sg^l6)&J njnaJDloQ)Ots1<&cru 
ru51(jjo^|6)i2ci^1cej<ea carajojoa^mocs)) (OTOO'PcrjoQffijcm aruomcneanaa 
tulcaxasmo ©.ojcgijcmanlcr) mlcsulo) GnOoooKnlraa mji,3iu.y 
ra^f^ocroj(i9jC/8 cSiiiemlceffljcmj. 3^nejocrDj<ft,(/3 B^nejocru 
cncmaraosjcejjsl cnlaajlo) snloasnlcfiojiajaacJ truloacrulcTjoc/S, 
6)fflcu)1<6S)(!53 cmlajQJcnarocijj00-695 on o^cm 

ojlejoaruOTimlroS o^oiail^loICcsasnsanoenD. 

B^nejocru mcnj^—141/2013. 

cmoo) cn orailoog aojo—Goauloaio^'' ojoai^ ao 
gQna<Q3iG6njo^—1 

BcatieJOcrD crmoocoiailfflci^ oil&J: (ojoo gaSocjjos) 

(aiacmroS—? i,785. 

COOl(^(6sCSfy-? 945. 

B^'^ocru GoDooo (u1(o3c0S)jonr) caiaoJcrDocn (oilaDOiloDjo 
CrUffldDOJJo-9-10-2013, 3 fflGmI. 

B(3<^0(ru csooooo cruj1cft.o1<eojaD (araojcruocn oilcrsoilcrsjo 
CrUfflOEDQJJo-10-10-2013, 2.30 fflsmi. 

B(3nejocr6 (a)jo<66)jom (oilooxailcnijo cmmoffiojjo—10-10-2013, 
3 aeml. 

B^'^ooru G(iO0O6ai3a3 roiajoeiloa eoisnsoKa (aKOffiOffiteojcm 
(OilcnjGOJsng otija ? 50 (aratDl<6jfflOQ3)1 caracnxrseceosnsoiosm. 
B^'^ocru' enO00 ( 010)1 oci^ culej aoool crulcoS (scno1(s§o 
fflsmlGOffio^cu)^ (a»)e(n)0 crujIaOiOlteojanDcoioeTn. ard^oexoioaiaa 
ng)mo cai3eoJcM3<ejgjo cnlocrulcOojaTxoiosno. (SrmoocBcotoioosoajo 
i22L3oJC(0)6ai3Ggo fflcBgocoisilejjo cojoocaijofflcigjoOjffigo (araajxTOoOooaa 
(aTa)ajaoj, 6 ),jj§ 2 S)<ft, 06 Tie 2 gg( 0 )jo catoSoilejocroo oj^aocnmmotoro) 
( 0 )jmooQ) msm1c(X3)oanjD02<6jC/8 mloarulcOffljaTxoiosm. fflsm1coQ)0(3ajD(3 

(U>p 1 aaD0O6ai3(/3 (ai3)QJ(oj|O(jj§26)<e30sngjgg (oiaGaJcMioOjaa ^95 


BOcicIcroltoa 27-9-2013-cn ffljcrSrJ c8j1§1(n)1ffl1<aa6TDo. 
(!j)0i2CT\)1^j<ftn§joD fflGm1eoQ)o^aDoj<9)a3 cnlacrulcSojanDCOTOsm. 
s^'^ocTiD aoDooo o6)a)ffloooa3 ojoslaonsroonjo aralteoraS raras^ 
(iDjcft. cOTlol^joftngjoDCOTjffl^. a5)Offlcrul^2(ftn§jcm 3^nejocrDjca>a3 
cffiooccDoaj ca>oo6majaaoejjo crujIcfcoltBajoDOj)^. (SijsjanraS 
ni1ajffl63t3a3 BlojcroeaiBglcoS carajnDicrulcoS cnicmjo 

ejelceffljoDciaosm. 

Specifications 

Radiant warmer cum Incubator: 

It should have conversion between double walled 
incubator and open bed radiant warmer. 

• Microprocessor-based control system: Self test 
functions are performed at power-up and during 
normal operation 

• Open Bed Performance-Radiant Heater Mode: 
Radiant Heater: minimum 430 watts 

• Closed Bed Performance-Incubator Mode: 
Temperature variability and distribution 

• Patient measurement accuracy: +0.3°C between 
30° and 42° C 

• Baby (servo) temperature control: 35-37.5°C in 
0.1° increments (Regulates baby temperature in 
both open and closed bed modes) 

• Manual Radiant Power Control: 0-100% in 5% 
increments 

• An temperature control: 20-39°C in 0.1° increments 

• Servo humidity control range: 30-95% relative 
humidity in 5% increments 

• Alarm sound level: Adjustable audible levels 

In bed scale with weight bending (Accuracy: +/- lOg 
Range: 300gm to 8 kg.) 

Servo Oxygen Control Performance Control Range: 
up to 65% Display Range: 0 to 99%. 

• Mattress tilt angle minimum: 12° 

• Micro fdter: 0.5|J,-99.8% efficiency 

• Tubing access ports: 8 minimum 
Unit should function with 220-230 V ac. 

The equipment should have national/international 
standard certificate for safety and quality. 

Warranty: 2 years. 

Tender Schedule 

1. The period for which the rates to be in firm 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 


4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non Judicial- 
Stamp Paper together with requbed sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, imsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
cbcumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notice. 

17. Tender will be opened in the presence of the each 
of the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 


( 3 ) 


No. C8/18882/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
performa are invited for the purchase of the following 
items required for the Professor & Head, Paediatric 
Department, S. A. T. Hospital, Thiruvananthapuram. 
Tender should be superscribed, tender number and 
addressed to the Principal, Govt. Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—142/2013. 

Details of items—Pulse Co-oxymeter (Signal extraction 
technology)—15 Nos. 

Cost of tender form (Inclusive of VAT): 

Original—? 2,415. 

Duplicate —^ 1,260. 

Last date and time for sale of tender form—9-10-2013, 
3 p. m. 

Last date and time for receipt of tender form— 
10-10-2013, 2.30 p. m. 

Date and time of opening of tender—10-10-2013, 
3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage 
charge (? 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this office on or before 27-9-2013. No 
other forms of remittance will be accepted. 

(mlffljojaxTOojjfflo 6)i2iajDl<60{a3 GtSiOcg^lsim o_flcu) 1 oQ) 0 (,s 1 <^cru 
ajDl(jjoa|6)ffln^1eej<ea carajojaa^mocn) OTioffl'Pcjjooffijcm (ruomcnesraaS 
QjlBjiasmo 6 )i 2 j<^jafT)(iS) 1 cn cnlc/ailsj) GoDootorailraS ajcraoi^ 
s^'^ocrojcft.aa oMdemlcBojoDj. 3(3tiejocrDj<fl.c/3 sa'^ocro 
cr)cnjGffl0S2<e3js1 cnlaail®) (!j)“loQ)(!j)1c0S)jmjcT3nJ i,n-i1n3crDl^oc/3, 
oanjL)1c66)(o8 oo&osgrf, (tnlojojcncTOojjfflo-egs on o^cm 
ajlejocru(!5r3)l(!53 r>g)(!srs)l^1ffl1e<s6)6ne(!j)06m. 

3(3nejocrD mcm^—142/2013. 

cruooxTKijKnlfflag Gnjo—ojc^cru GAO-aocslcrulffllg^ 
(cmIcmoS n3)cebcrutso<9iiia8 asAGcnogsl)—15 

3(3neiocrD GrmoocsrailQci^ oilej: (ojog gc/Sa^jos) 
caracTTjraS —^ 2,415. 
aaffl1ijjo9.anj-? 1,260. 

3a'^ocTU GoDooo (ulraScOffljonr) caiaoicrDocr) cnlaDroilaDjo 
croffloaiaijo—9-10-2013, 3 aeml. 

3(3nejocru Gnoooo cruj1cft.a1(e6)jcm raracucruoan aildDailaDjo 

crufflQffiOjjo—10-10-2013, 2.30 ffleml 

3(3nejocr6 aijOceejcm aitoailoffijo croaoDaijo—10-10-2013, 
3 marn. 


3a<^ocr6 Gci£ioos 33C/3 aioJoeilaS Goisoema (3racn)(i»<66)2onD 
ailcnjcmsTie otija (? 50) (3T3ancft.ffiotn)1 (3raoQ)C£»G<ss)6nea)06m. 
3^'^ocru' Gnoooaisilon^ culei aonolcrolaS GooalGgo 
aemlGcxDO^nju^ oiajGdDO crui1<ft.a1tea2CTT)OT)0Grn. ara^oaojxxDjgg 
caiaGnJcOiUtejgjo cnlacrulcOojomOTiosrn. GnOOOGatoiofflsOajo 
aj[/3nj(.®i633Ggo ffiGoaOTiBllBijo Gauoc&^joangjaOjGgo (aiacnxr»<s6)ocT3 
(majQiaa^fflcjjgjoajOsngjggOTijo GaaSoileiocruo Qij,<s(ij)fflmo«jr!5) 
aijfflOd!) ffl6mlG(n)o^njDojcft.c/3 cnlacruloOQjomaiosrn. asml ao^oju^ 
okpI Gci£ioo63bc/ 3 (3i5iajaaia(jj§ja<a,0Gnejgg (3raGaJ<6iii<6jC/3 soo 
aoaoTcmlaS 27-9-2013-00 ajofScJ c9>1§1 oq) 1 a1 coasmo. 
a)Offloru1.y2 to/lgjorn a6mlG(i»o^ai)oj<0)C/3 (T)1acrul<aa2orT)aj)06rn. 
3^neiocru Gnoooo oac0jffloooa3 ojoslmoaisiaijo aaltsaroS raias^ 
OTijcfc a)la1^jcfti1§2orT)a)2fflei. aioaoml^jcOjIgjaT) a^'^ocrujcOjaa 
OQ)OfflOT)oaj Aoasmaioaoeijo orujl.aalteajomaim. .ftijsjaiaS 
ojIcuasmaaS tnJoi^aail alajcroesnglaS ^00 arajnolorulaS cnlomjo 
eielcoeijcmaioern. 

Specification 

4 Pulse Co-oximeters-Signal Extraction technology 

• Suitable for all types of Patient range: paediatric. 
Neonatal. 

• Should be light weight table top cum portable 
Pulse Co-oximeter with detachable hand held front 
panel for patient transport and Weight less than 
500 gm 

• Should work on 220V and have battery back-up 
of at least 3 hrs. 

• Should have plethysmograph of Sp02 values. 
Pulse rate. Perfusion Index. Patient Volume Index, 
and display trends of all parameters. 

• All Parameters should be available as a trend 
graph on the main Screen of Oximeter and should 
be user changeable. 

• Should have variable pitch providing tonal 
variance for every 1% change in saturation. 

• Should have averaging mode of 2-16 seconds in 
steps of 2 seconds steps. 

• Should have audible and visual alarms for high 
low saturation, pulse rate. Sensor condition, 
system failure and low battery alarms. 

• Should have at least 48 hrs graphical trends for 
HR (Pulse) and SP02. 

• Should have Signal indication for signal 
identification and quality indication during 
excessive motion and low signal to noise 
situations. 

• Should have clinically proven track record to 
work during motion and very low perfusion 
conditions and Bid needs to be accompanied with 
Clinical Papers to substantiate the Claim. 


• Should have upgradeable platform for 
SpMet (methimoglobin) and/or SpCO 
(Carboxyhemoglobin) and/or SpHb (Total 
hemoglobin) parameters. 

• Should have range SP02: 1 to 100%, Pulse rate 
(HR): 30 to 240 bpm, Perfusion index 0.1 % to 
20%. 

• Accessories to include two numbers single 
reusable Probe for patient weight greater than 
One kg onwards to cover all patients Category 
from Neonatal to adult. 

• Display-LCD, Backlight illuminated. 

• Parameters and waveform displayed SP02, pulse 
rate, system status. 

• Audiovisual Alarms-High/low SP02 and pulse 
rate, sensor off, sensor failure, low battery. 

• Computer Interface for data communication. 
Commrmication port and Software to be provided 
as part of Supply. 

• Appropriate neonatal probes-reusable-2 per 
machine. 

• Warranty-2 years including the SP02 probes. 

• The equipment should have national/international 
standard certificate for safety and quality. 

Tender Schedule 

1. The period for which the rates to be in firm 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be reftmdable imder any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 


8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, rmsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered imder any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witnessess wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specification of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at that time. 

18. More details can be had from this office on 
working time. 

(4) 

No. C8/18884/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the following 
items required for Professor & Head, Paediatrics 
Department, SAT Hospital, Thiruvananthapuram. Tender 
should be superscribed, tender numbers and addressed 
to the Principal, Government Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.— 143/2013. 

Details of items—Pulse Oxymeter (with reusable 
neonatal Probe)—10 Nos. 

Cost of tender form (Inclusive of VAT): 

Original —t 1,050. 

Duplicate —^ 525. 

Last date and time for sale of tender form— 

9- 10-2013, 3 p. m. 

Last date and time for receipt of tender form— 

10- 10-2013, 2.30 p. m. 

Date and time of opening of tender—10-10-2013, 3 p. m. 


Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
? 50 is sent by way of Money Order in favour of the 
Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 27-9-2013. 
No other form of remittance will be accepted. 

KnlajojcncTOcijjao offlojeltBaaS cscftiocsgslaej 
ojIaDloroocslAcru aDlijjO(3§oan^1 e&j<ea ara) oj aosj) 
a)oas>(jjoQa)jaT) croocDcneaBaa ai1a)a6mo ©iijt^jcmOTjlch cnloalla) 
GnOooaimlaS B^nejocrujceioa cM^GmlcsajaDj. 

3(3nejocrD2<6j(^ 3(3f^ocTU (r)cnj(saosj<fti2s1 cnlomla) 
a)1oQ)a)1<66)2ffljn3rJ oaoulcSoaS GcSjoegs" 

a)1a2QjmorooJ2ao-695 on n^cm (u1ejocruai!»1a3 
ri0aTE5)1.^1a1(2o9a6n§a>o6m. 

3(3nejocrD mcm^—143/2013. 

cruocucnajrijiloag Ooiajo n^sn^aijo—oJoScru fflOc&crulffllg^ 
(oilaria oloaijcroemlc^ cnlcQaiocnogaS ctnjosru)—10 t^sn^o. 

B^'^ocTD ermooaimlfflci^ oilei (chltajjailcsDScOfflo); 
aiacmaS —^ i,050. 

OOaltOcOj^nJ-? 525. 

3^'^ocrD Gnoooo ojIaScOojaD raiaojcruocn ailcmailcrajo 
crufflcffimjo—9-10-2013, 3 msmi. 

3^r>ejocru GnDooo crujlc&alceajoT) raraaicruoan ailooiailoffijo 
crufflCQjmjo—10-10-2013, 2.30 aeml 

3^'^ocrd OTijOteojcm ailomailaDjo crumaDaijo—10-10-2013, 

3 aeml 

Cn00063BC/3 aioJoeilaS cajeneojcS (OTaoQxxsceffljaDOTilcnjGOjene 
aijcO) (? 50) araml<9)0003)1 aiaQ3)t!£»G<06)6nea)O6n3. B^'^ocru 
GciDooaimlfflci^ oJlej aocU3lcro1a3 cmalego osmlGorooaajDoocooio 
cruj1<9)a1cea2aT)a)06n3. ara^oaaiooijgg n3)mo aracoj<9)ii<a>gjo 
cr)1acm1<0S)jonr)a)O6n3. ccuoooGaraiofflsoijjo fflji.3nJ(.a)63BGgo 
fflGgfflOT)e.1ejjo Gcu)0c6)ijafflo§jc6)ego araoffiooyaoaoad 
ara)(uaoifflaj§jffl<9>osnsjgga)jo GaaSailmocroo ai^ceaiamo 
atsiaijfflooQ) mGm1eoQ)o^aJooj<6)C/3 cnlacmlaOojcmaioenD. 
ffl6mlGOQ)0(3ajDojc9)C/8aj>p1 GciD 0O633C/8 atdiQjaarffl^s^a<9)06ngisa 
aiasoj <9)31 <6)03 @03 BOnolcrulaS 27-9-2013-012 fflja3<J 
<9)1§1c!£j)1a1<9S)6mo aioaorul^j <9)1§20 t 3 m6m1eo3)oaaD02<9)a3 
cr)1aou1<9O20T)a)0sn3. 3a<^oou c<iD 0 Oo ©a<9)ffloooa3 
ojoslmoaroiaijo aa1<9Qa3 aras^ a)2<9) ailal^jcangjouaijam. 
aiofflcrdl^j <6)1§20 t 3 3anejoarD2<9)a3 cmooaioaj <9)Oasmajaao&J2o 
m)j1<6)a1<6a2aT)a)m <6)2S2a)a3 ailojaeanoS 014 mil 

3laiam63Bg1a3 @03 a»)<m1cn3l«53 mionjo &je1<6a2aT)a)06n3. 

Specification 

6. Pulse Oximeter with neonatal sensor probes: 

Measurement Range 

Sp02-1% to 100% 

Pulse Rate 1 to 250 beats per minute (bpm) 

Perfusion Index 0.03% to 20% 


Accuracy Saturation (% Sp02: ± 1 SD) 

Low Perfusion 70% to 100% ± 2 digits 
Pulse Rate without Motion 20 to 250 bpm ± 3 digits 
With Motion Normal physiological range (e.g., 55 to 
125 bpm) ± 5 digits. 

Low Perfusion 20 to 250 bpm ± 3 digits 
Displays/Indicators high quality LCD graphical 
screen. 

Plethysmographic waveform or magnified view. 
Visual indicators: pulse search, audible alarms 
silenced or off, artifact indicator, low battery and 
battery charging, sensor off, sensor disconnect 
Alarms audible and visual alarms for high/low 
saturation pulse rate. 

Audible and visual indicators for low battery 
Audible sensors discormect alarm. 

Displayed saturation and pulse rate alarm limits. 
Portable, with an in-built battery back-up, which 
should be able to provide power for at least 4 to 6 
hours. This battery should have a short recharging 
time. 

Dedicated neonatal sensor probes. (2 reusable 
neonatal probes per machine) 

Warranty:2 years including SP02 probes 

Should work with input 200 to 230V ac 50 Hz 

supply. 

Should have safety certificate from a competent 
authority CE/FDA (US)/STQC CB certificate/STQC S 
certificate or valid detailed electrical and frmctional 
safety test report from ERTL. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 

(5) 

No. C8/18886/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the following 
items required for the Professor & Head Paediatrics 
Department, SAT Hospital, Thiruvananthapuram. Tender 
should be superscribed, tender number and addressed to 
the Principal, Government Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this Office on working hours till 3.30 p. m. 

Tender No.— 144/2013. 

Details of items—Multi para Monitor (with reusable 
neonatal Probe)—8 Nos. 


Cost of tender form (Inclusive of VAT): 

Original —^ 1,365. 

Duplicate —^ 735. 

Last date and time for sale of tender form— 

9- 10-2013, 3 p. m. 

Last date and time for receipt of tender form— 

10- 10-2013, 2.30 p. m. 

Date and time of opening of tender—10-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amoimt with sufficient postage charge 
? 50 is sent by way of Money Order in favour of the 
Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 27-9-2013. 
No other form of remittance will be accepted. 

(OTlOjaJCDCTOnJJfflo OfflOUl c 96)(03 GcBjOeg^lfflej 
nj1njo1<r!)oi,s1<6rcru cu)1ijjo^§ oaiogl Gej<es) raraj oj oa^ aoco) 
B5)06)<P(jjooQ)2aD cruocJucneanaS ojlanoemo ©nJc^^janDsnlcn cnlaaHoj) 
enOOOOTKnltoS 3^r>ejocruj<9)a3 oSiMemloBojanDj. 

ra^'^ocrujcft.oS ra^'^ocru mcnjooosjcejjsl cnlasuloj) 
(!5)°lcx»{is)1<ss)jmjmj tnj1a3cru1(jjoc^, effloulaSsnoS GAOOgs, 
(!5)1ajajCnCTO)aJ2(8o-695 oil (10000 oilejocru(310)1838 
ci0(3TO)1^1(OlG(66)6n3C3)O6m. 

3^'iejocru ooom^—144/2013. 

00)00)00(310)16)0^ Gnirajo n^ejT^oujo—ffloSgloJoao Gffloemlg^ 
(ojIcoto) oloffijorueniloa oo1cQa)oooog(o3 —8 

3(3(iejo(ro CciDOO(oro)l6)(i^ oilej (oo1<6j2C3)1(n)S(66)o); 

(3T3(T^(03—? 1,365. 

Cao1(jJ<6ja(iJ-? 735. 

ra^nejooru GnOOOo OUl(03c66)JOnO (TOOJOTUOOO (3)1(n)(3)1(D)2o 
oruaoQxujo—9-10-2013, 3 aiGnol. 

ra^neiooru GnOOOo (rUj1c0jffl1c66)J(TD (3130100)000 (3)1(n)(3)1(n)2o 
0O)ffl(IJ)OJJo-10-10-2013, 2.30 I261T)1. 

oa'iejoooj (3)jo<66)jono (3)1(X2)(0)1(X3)jo (rumcxxojjo—10-10-2013, 

3 aenol. 

eaD0O6Bi3c^ (3)ojoej1(o3 Goiensoia (3i30Q)0£»<e6)jono{3)1oo2COJ6ne 
(0)J(ft. (? 50) (313U)1<6 j a0(32)1 (31300)(TS0.66)6115(3)06112. 3(3'ieJ0(n) 

C(ir)0O(3i0)l6)(i^ oilej 630(ir)1(n)1(o3 eooalGgo ffi6mlG(n)0(3(U)ooe(X2)o 

00)j1<a)ffl1o96)J(1T)(3)06n2. (313m06)(3)(S2)Jgg (i0mO (313GnJ<6il1<ft,gJo 
ool 000)1 (66) J 000(3)06112. G(in0OG(013)06)S0ijJO mj(.3oJCOT)63ra(SgO 
fflGg6){3)®)1eJJo G(U)0c9)iJ6)m(l§Jc9>Cg0 (313 (X))(X»c06)O(i3 

(ai3)(iKOi6)ijj§j6)(6j06nejgg(0)jo emasSoileJonuo (iJi<6(3)amo 
(3iO)(3)jao(X)) ffl6mlGcn)o^(U)oj<e3(33 oo1ooo)1c06) 2000(3)06112. 
a61T2lC(n)0a(U)O2<a,C/3(2J<Pl G(ii00063I3C/3 (313i(U(O16)^S)6)cfti06ng)a3 
(ai3CnJcM3cft.(33 ^00 63 0 (li0 1 00)1 (38 2 7 - 9 - 2 0 13 - (12 J fflJOfSnJ 

a>1§1(X3)1o1<06)6mo. (3)oaoo)1^2 a&lgjooo ffl6m1c(X2)0(3(U)oj<eja3 
ool 0 00)1 <66)2 000 (3)0 6112. ra(3neJOOO) (SoDOOo 6)6)c6jfflOOO(l3 
nJO si mo (313) (3)20 630l<96)08 (3135^ (3)2<ai (3)1o1^2‘®i1§l‘^®’l®^- 
(3)0000)1^2 (9>1§20oo B^<iejooo)2<9)a3 (X2)06)(3)002 <ft.oo6m(ijcooej2o 
OO)j1<6>o1c06)2OOO(3)m. c 9.2S2(3)(33 (Ul(lJ063t3C/3 (.01(11,^(313)1 

(3l(110O)6B13g1(38 (313)niOl00)1 o8 00l0m2o ei(g1c06)2OOO(3)O6112. 


Specification 

7. Multiparameter Monitor: 

1. Should have TFT/LCD display with at least 10.4 
inches with 4 wave forms and numeric display 
simultaneously. The waveforms should be user 
selectable. 

2. Should be compact & portable with carrying 
handle. 

3. Monitor should have in built Lithium-ion type 
battery for 4 Hrs. continuous operations in the 
case of mains failure. 

4. Should have keys for quick access to main 
functions. 

5. Should be able to monitor ECG, Sp02, NIBP, 
Respiration Rate, ETC02 & Temperature for 
paediatric and neonatal patients. 

6. 3 or 5 Lead ECG monitoring with lethal arrhythmia 
recognition capability and ST analysis. 

7. Respiration & Apnea alarm. 

8. Manual, Auto and STAT mode for NIBP 
monitoring and ranges should be 20 to 230 mmHg. 

9. Pulse Oximeter (Sp02) with Plethysmograph & 
Pulse strength indicator with variable pitch with 
change in Sp02. 

10. Side-stream Capnography with display of C02 
wave form & digital values (ETC02, FiC02, RR). 

11. Should have separate volume control for beep 
sound for QRS and alarm sound. 

12. The display setting should have at least 4 user 
defined setups variable as per applications for 
flexible use of the monitor in various clinical 
enviomments. 

13. Monitor should have networking options. 

14. Should have separate volume control for beep 
sound for QRS and alarm sound. 

15. Should provide following accessories. 

• Micro stream/Side stream ETC02 disposable kit 
for adult-25 nos. paediatric & Neonatal -2 nos. 
each. 

• Reusable paediatric and neonatal 3 or 5 lead 
ECG cable set - 2 nos. 

• Reusable neonatal paediatric Sp02 finger 
probes—1 each. 

• Disposable Sp02 probes for neonatal use— 
10 nos. 

• NIBP cuffs for standard Child and neonatal—all 
1 each 16 Facility for last 24 hours trend review 
facility & facility for patient data entry. 


17. Equipment performance should not be affected by 

electromagnetic radiated or conducted through 
power lines from another device. 

18. Should work on 200-240V AC/50Hz with inbuilt 

reachargeable battery. 

19. Should have safety certificate from a competent 

authority CE/FDA (US)/STQC CB certificate/ 
STQC S certificate or valid detailed electrical 
and functional safety test report from ERTL. 
Copy of the certificate/test report shall be 
produced along with the technical bid. 

Warranty—2 years. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non- Judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (One percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 


13. Tenders should bear the signature and full postal 
address of the tenders and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will he made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of the each 
of the tenderers or his authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 

(6) 

No. C8/18887/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the following 
items required for the Professor and Head Paediatrics 
Department, SAT Hospital, Thiruvananthapuram. Tender 
should be superscribed, tender number and addressed to 
the Principal, Government Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this Office on working hours till 3.30 p. m. 

Tender No.— 145/2013. 

Details of Items with Qty.—High flow nasal oxygen 
cannula Paediatric and Neonate one each—2 Nos. 

Cost of tender form (Inclusive of VAT) : 

Original —^ 1,260. 

Duplicate —^ 630. 

Last date and time for sale of tender form— 

10- 10-2013, 3 p. m. 

Last date and time for receipt of tender form— 

11- 10-2013, 2.30 p. m. 

Date and time of opening of tender—11-10-2013, 3 p. m. 
Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 27-9-2013. 
No other form of remittance will be accepted. 

(mlffljojmoroiajjfflo 6)fflcui1<e6)S53(Sc9)0(sg^l6)ej ojIaulofflOCslAoru 
ai)1(jjo^§ sifflogl eej<e6) rara) cu oa^ aooo) ®)06)<p aJocxDjcm 
croomen6313c/3 ofloxasmo eiiiJi^jonoroilcn cnlcmilra) nnoocarailcaS 
3(3fiejocru2<ft.(;3 tftademlcsajcmj. a^neiocrujtftiC/S 
o^neiocro cncmcicaosjajjsl cnlcraulsj) (tnloaiOTilceffljffljoSaJ 
l.aJla(3(rul(jjoc/3, aarmlcBaraS Ccftiocig^, (OTlojoJcnarainjjoo-egs on 
fi^cm (ijlojocruc3T3)lco3 fi^(3TO)1.^1(31(DC06)6n§(3)O6m. 


a^'^ocru cncni^—145/2013. 

croomcn63ag26)S cboJojo n^Gn^cujo—eieicinoDogocnocrutoS 
630<fecrDlscT3 <6)0cnej nj”lnjo1(3Q)0(,s1<a6) rarajOg" cnlcsooiocnog— 
63rmj (111(3)0 2 n06n^o. 

a(3r>eiocT\) tioocxoioilexi^ oil&i (cnlcejjcailQOiSoOQo) : 

(3T3(rU(03—? 1,260. 

-? 630. 

a^'^ocru ooooo culcoStsajcm (TOCucruocn otiIqoxoiIoqijo 
C rUfflOffiCUJo-10-10-2013, 3 I216m1. 

a^'ieiooru ooooo (rDj1<a,o1c06)jonD rammaruoaD (3)1o3)(3)1(n)2o 
cruaofficujo—11-10-2013, 2.30 aeml. 

a^neiocro OTijOtsajono (3)1 oq)( 3)1 (!Q)Jo cmaaDnijo—11-10-2013, 
3 aeml. 

o£ioo6Bac/3 (oinJoeilroS (scueneoi^ raraajxrocoajcmcoilcnjcsciJGne 
(oijtft) (? 50) (sra ml oft. a 000)1 (araooxiscsteeGnscmoGTn. a^^ieiocru 
ruooo(aT3)l6Ki§ culej S30n£i1cru1(03 (Bcno1(s§o aemleoaio^oDOOGcmo 
crui1<ft,ffl1o96)3onD(3)06ni. raramoacmoQijgg .^0^0 (3r3(jaJo9iii<ft,gjo 
cn1ocn)1<66)jcm(3)06m. ciOOOCBCSIOlOfflSOcjJo fflJl.f3.jJL(0)63T3(Sg0 
a(Sg6)(3)89.1 ei2o (J(moc9.ijoaag2o9.(sgo rataoo)(i» <S6)0ci3 
raT3)(U(«i6)aJ§J6)c9.06Tie2ggC3)Jo G a (38 (111 £10 00) o CllJ|c9(3) 
amo(0T3)(3)2aoct» a6mlGcrj)0(3ajL)ojcft.c^ cniracml.ss)jam(3)oem. 
a6m1aQQ)0(3(mojo9.o3(u<p1 tuooos3ac/3 (3tai(ua3i6)rjsi6)a.06ng)aa 
rata CnJcftAi eft. o3 aocuolcrulraS 27-9-20i3-mjajo3cJ 

ca>1§1(n>1(a1(aa6mo. (3)oacru1^j <ft.1§jom a6m1eoQ)0(3cmoj(S.(/3 
m1(acro1<66)jom(3)OGrn. a^neiocrd GoDooo offl(S.aooo(i3 
njo si mo (313) (3) Jo affl1<a6)(33 (3ias^ (3)ja. (3)1(a1^j<6.1§jom(3)jam. 
(3)oacn)1^j c9.1§jcm a^'^ooroj.ft.aS (n)0ffl(3)0caj eSjoraemoicaoeijo 
cn)j1<fl.(a1c06)jom(3)m. c9.jsj(3)(33 (u1cu®s3ac/3 (.oJ 01^(313)1 

a1(iJ(rD63Bg1(o3 rata)oio1cru1(33m1amjo eie1<s6)jcm(3)0STn. 

Specification 

High flow oxygen nasal cannnla: 

It should have a humidifier with integrated flow 
generator 

Oxygen blender should be provided for Fio2 
ranges from 21 to 100%. 

Should generate Oxygen flow rate from 51/min. to 
20 litres/mt. 

Anatomically designed nasal prongs with 
adhesive wigglepads. 

Nasal cannula should have Swivel connection 
RT 330 and 900PT53L 

20 each premature, neonatal and paediatric nasal 
cannula must be provided. 

Must be provided with oil free medical 
compressor. 

Should have a pressure relief valve to limit high 
back pressure. 

Should have autofill humichfier chamber. 

It should provide RT 330 circuit 


Pediatric/Neontal tube and chamber 10 numbers. 
Mask interface adapter 20 numbers. 

Electrical ratings 50hz 220-230Vac. 

It should have national/intemational standards for 

safety and quality 

Minimum of 3 years warranty. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the Department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refimdable under any circumstances. 

5. Tenders are to he sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non-Judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, imsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenders and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 


15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 

(7) 

No. C8/18889/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
Proforma are invited for the purchase of the following 
items required for the Professor & Head, Paediatrics 
Department, SAT Hospital, Thiruvananthapuram. Tender 
should be superscribed, tender number and addressed to 
the Principal, Government Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this Office on working hours till 3.30 p. m. 

Tender No.— 146/2013. 

Details of items with Qty.—LED Double Surface 
Phototherapy—6 Nos. 

Cost of tender form (Inclusive of VAT): 

Original—? 525. 

Duplicate —^ 315. 

Last date and time for sale of tender form— 

10- 10-2013, 3 p. m. 

Last date and time for receipt of tender form— 

11- 10-2013, 2.30 p. m. 

Date and time of opening of tender—11-10-2013, 3 p. m. 
Tender forms will be sent through post if required 
provided due amoimt with sufficient postage charge 
? 50 is sent by way of Money Order in favour of the 
Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 27-9-2013. 
No other forms of remittance will be accepted. 

(OTlojajmajnojjfflo eaiajel tesxoS e<ej0cg^l6)ej 
rulojoloaiocslcel'cru oulijjo^g official Gej<s6) cam) oj oaj, aooo) 
OT)06)s>ijjo<n)jaT) cmocu OD 63003 ojlsnoemo 6)iij(^jaJOCT3 
(!j)oejnj®iajggajolR53 mlcmjo o^neJOcrujAoS 

<ftad6m1c86)jnT)j. 

o^'^ocru cnom^—146/2013. 

cruocuoDcmOTlfflng Gnj®—ci®ra3. s.odI. ODenilc/S cruasnoaru 

GciOOcgoQCOTOOijjl—6 '^srr^o. 


sd'^ooPD cacootmmtocig ojlej (cnltajjantoscefflo): 
raiacrasS—? 525. 

aoffl1(jj<e)^iTj—? 315. 

B^'^ocro GnDooo aj1(a3c96)jaD caiaojcruom cnlcsDanlcDJjo 
crofflODajjo—10-10-2013, 3 aeml. 

B^'^ocru GciBooo cruflcfcoIcBejaD raraaicruoan (m1oQ)(!j)1oQ)jo 
(roaoffiQjjo—11-10-2013, 2.30 asml. 

B^riejocru ajijOcBojaD ccnlcsDOTiloffijo cruacsDaijo—11-10-2013, 

3 aeiDl 

B^'^oom CciDoossBoa (OToJoeiltoS stusnsoia 
c3iacs3)(x»<ss)jaDOT)1cr)jcaj6ne anjA (? 50) caiacDlcfcfflocxDl 
c3iacn)(!ffi(ic0S)GneOT)O6m. B^nejocru cncootarailfflcig oilei fflOnDlorulosS 
Gcnalego fflemlcgaDO^njoooGOffio crujItejOlaOffljonDroiosnD. 
C3ia^06)a5)cs5)jgg C3ia«aj<0iii<63g2o an1fflcru1c0S)jofD(ij)O6nD. 

GtiDOOGtaraiOfflSOijJo fflJl,3oJt(iJ)63I3(BgO aGgS)OT)®)1ejJo 
«ajDO<ej^26)mng2<ft)Cgo (3TaoQ)0£»<66)OCT3 (graiajaava^sifflofeoere^aagn^o 
eacsSaileiocroo aj^ceOTiaaoajrsiraijfflooQ) fflSTDlcc!3)0(8ajooj<6jC/3 
cnlfflorultsajanDcoioem. ffl6iDl(B(!Q)0(8ajDoj(i9jC/3aj<p1 (StiD0O63T3C/3 
caidiajaaiocjjgjaceiosriejgg raracnJcMdcejC^ aonriTamlcoS 

27-9-2013-Cnj fflja3aJ aOjIglOffllffllaOffleiDo. (OTOfflOTUl^J <ej1§jaD 
fflsrT)1cc!Q)0(3ajDojce)C/3 ODlfflcrDlteojcmroioem. b^'^octij GoCooo 
oaa>moooa8 ojoslaoraiairaijo Bffl1<66)ro8 raras^ otija 

OT)1o1^3cej1§jaDOT)jffl^. OTiofflorul^j <a,1§jaD Ba'ieJ0crDj<fl>c/3 
03)oaOT)oaj ajOfflsmaiaaoejjo crujIflOjffllcOffljanDroia. .ajsjOTiasS 
011010631308 tnJoi^orsn Bloicru6BT3g1ro3 S'!) orajciDlcrDlroS cnlonDjo 
eie1<e6)janD 0)0603. 

Technical Specifications 

9. Phototherapy unit Double Surface; 

1. Phototherapy should be based on advanced LED 
technology. 

2. For LED technology the irradiance should cover 
the entire treatment area. 

3. Should have a height adjustable mechanism, 
treatment distance to the range of 25 to 45 cms 
should be possible. 

4. Wave length should be in the range of 
420-470 nm and irradiance level should be higher 
than normal blue tube lights. 

5. The unit should provide a minimum of irradiance 
10Watts/m2. 

6. The irradiance should be measured and reported 
to the user institution at the time of installation 
and thereafter during every subsequent warranty/ 
CMC/AMC visit and all breakdown visits. 

7. Lamp source should be continuous tiltable to ± 90 
degree angle to cover the entire treatment area. 

8. System should be height adjustable with built-in 
non resettable timer. 

9. Baby bed should be transparent with up/down 
tiltable facility. 


10. Should work with input 200 to 240 Vac 50Hz 
supply. 

11. Should have safety certificate from a competent 
authority CE/FDA (US)/STQC CB certificate/ 
STQC S certificate or valid detailed electrical and 
functional safety test report from ERTL. Test 
report from ETDC. Copy of the certificate/test 
report shall be produced along with the technical 
bid. 

12. The measurement of irradiance should be 
demonstrated to the technical committee during 
product demonstration. 

Warranty: 2 years. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 


11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witnessess wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will he made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 
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No. C8/18891/2013/MCT. 26th August 2013. 

Sealed competitive tenders in the prescribed 
proforma are invited for the purchase of the following 
items required for the Professor & Head, Paediatrics 
Department, SAT Hospital, Thiruvananthapuram. Tender 
should be superscribed, tender number and addressed to 
the Principal, Government Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this Office on working hours till 3.30 p. m. 

Tender No.— 147/2013. 

Details of item with Qty.—Portable X-Ray 
Unit—1 No. 

Cost of tender form (Inclusive of VAT): 

Original —^ 630. 

Duplicate—? 315. 

Last date and time for sale of tender form— 

10- 10-2013, 3 p. m. 

Last date and time for receipt of tender form— 

11- 10-2013, 2.30 p. m. 

Date and time of opening of tender—11-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
? 50 is sent by way of Money Order in favour of the 
Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this Office on or before 27-9-2013. 
No other forms of remittance will be accepted. 


(OTlcajoJaDOjnojjfflo oaiaul c0S)(o3 GAOcgsIfflej 
njInjOlOCDOLSlo&CrU CU)1ijJ0^§ ©aiOgl GOJaSS) (315) OJ Oa^ fflOOQ) 
(3)06)<PijJO<33)2aT) CrOOCJL) cn 6313 c/3 (Ul(3)06mo 6)ijJ(^OCT3 

(3)0(D3oJOiffl2gg(Uo1(o3 cnicmjo B^'^ocrujoa.c/S 

caaj6m1ii-|i6)<9iOS3)cmi. 

3^'^ocru cncnj^—147/2013. 

goJcejoemcsioiloag cboJojo (ig)6rrj(ujo—(SoJO^§6nj1c/3 
n^cOaCrOCBO 0Q)26m3o-S6)C06p^o. 

BcSnejocro csdooocstcnlexi^ oilm (cn1<ft.j(5)l(n)S(66)o): 

(3T3CrU(03—? 630. 

—? 315. 

CSnDOOo (li1(33c06)JOnD (31301(010(0 (3)1cn)(3)l(X3)2o (TDmcXDOJJo- 

10-10-2013, 3 aeml. 

B^nejocni CrOj1<9)Olc86)2(TO (3t3OJCr00CD (3)“l(IJ)C3)1(I»Jo 
(rUI2(X2)OJJ(3-11-10-2013, 2.30 ffl6m1. 

(3^<^0CTU OTIJOtSajOfO (3)“l(X2)(3)l0Q)Jo CruaCffiOJJo—11-10-2013, 
3 aeml. 

B^neiocro Gdioooo (oilojoicncToinJjoo eifflcuHcefflcoS caioeg^ 
tajl(i3crul(jjogl6)(i^ 630tuo1cru1cs3 cnlofojo (.nJOJ^caTOilaloiarueBogloS 
6)6)OJc95ja(moo 3.30 (2i6m1 oieo eKs^aioGTO. (3)tiJ0(a3 (ao(3(go 
B^'iejocru eoDooo (3t5)Oj(«^ffl2ggoj^ eoDoocotoilan^ 
(Ulej(B(XJ)06)S0ajo ? 50 C3t3(Dl<ft>o (5^11^(3133 ((3)oJ0(33 iilO^^) 
i2Gm1(5(ij)0^cu)O0(D)1 ei2KU)1<a6)(33 acOiOGg^, 

(3)1o20icncT33oJ2(8o-ii ng)cm oil&io(ruc3iO)1(33 (3ra(Scij<0iai1c<e6)6ns(3)O6m. 

ffl6m1(5cn)o^cu)Oj<9)(;3 27-9-2013-(d 3 (aemlceffljffljcmooQil 

63 0(ir3lcru1(33 ei(5l.y1o1<a6)6mo. (3)oJ0(33 (2io^(^o (aidjOKra^ 
eiiijsjanooia aemlcscnio^cuxS ajenocroloo fflot(33Cffl oiemo 
(3T3(n)(I!)c66)0Cl3 nIOSJggJ. C8tiDOOG(OT3)06)SO(iJo ffl2C3ciJ(.(3)63I3Gg0 
l2Gpe(3)®)1eiJo G(U30<fl)iJ6)l21(lgj<ft,Cg0 (3T3(X2)(!3)'<66)JO10(t3 
(aT5)Oia3^6)iij§js)a)06Tie2gg(3)jo ei2(33oi1eiocrooi2o ra^neiooru 
(Ocniffljo O1i<9(3)a0(XJ)1 O O 6n 6) ojs 2(313)0(313) (3) Jo (3)0121(13)1^ 
eie1<66)2anD(3)2i2io(X3) i2ismlG(x»0(3(U)O2<6j(/3 (Dl(acn)1c06)2cm(3)O6TO. 
ca>2S2(3)(38 Oi1o1063l3(/3 (313) ti01(0)1(38 colcmjo l,o-l(01^(313)1 

(3l01(0)6313g1(33 £182,1210610. 

Specification 

Portable X-ray Unit : 

Carry away box type unit 

Built in over voltage protection 

Built in tape for FFD measurement 

Electronic timer 

Full proof radiation protection 

Output-20mA-50mA at 70 KV 

Tube Voltage: 45-70 KVp. 

The tube current and voltage can be varying in 
a single step 

Timer -0.02 to 6 seconds 

It should work at 220-230 Vac 50 Hz 

It should provide a Lead Apron and cassette of 
different size. 


It should have Movements-Fully counter 
balanced, vertical, in and out, angular travel and 
tube and down 

It should be light weight and easy to transport. 

It should have indicators for Line ON, X-ray ON 
& Overload 
Warranty: 2 years. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, imsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 


15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or his authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 
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No. C8/18892/2013/MCT. 26th August 2013. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the Transport 
Incubator—1 No. required for the Professor & Head, 
Paediatrics Department, SAT Hospital, 
Thiruvananthapuram. Tender should be superscribed, 
tender number and addressed to the Principal, Government 
Medical College, Thiruvananthapuram-695 Oil. Details 
can be had from this Office on working hours till 
3.30 p. m. 

Tender No.— 148/2013. 

Cost of tender form (Inclusive of VAT): 

Original —^ 420. 

Duplicate —^ 210. 

Last date and time for sale of tender form— 

10- 10-2013, 3 p. m. 

Last date and time for receipt of tender— 

11- 10-2013, 2.30 p. m. 

Date and time of opening of tender—11-10-2013, 3 p. m. 
Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
? 50 is sent by way of Money Order in favour of the 
Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 27-9-2013. 
No other form of remittance will be accepted. 

(OTlOJQJCDCroinJJfflo OfflOUl c96)(03 
nj1njo1a»ocs1c0i'cru oulijjo^g official Gei<s6) cam) oi oaj, aooo) 
(.sooScru GnJ0^§ ssiosn^o (ulBjiraemo 

6)iiJ<^jaD«j)loD 3(3«eiocmjcft.a3 cfeneml^jGic&osgjcmj. 

ra^'^eiocru mcniooosjcejjsl mlaailoj) 
KnldsroiltBejmjciSrJ i.f>J3H3cru1ajoc/3, offloultBaoS 
Rnlffljojcnoaiaijfflo-egs on (ia)om aileiocruasrsilroS 

ci^(1315)l^J(0lG(66)6n3ca)06m. 

ra^'^ocru oxni^— us/iots. 

3(3fiejo(ru GciCooroKnlein^ oilm (cn1<6j2(ij)ltn)s<66)o): 
raracr^raS—? 420. 

^ 210 . 


sd'^oom GoDooo (ulraSceffljonr) caraojcrDocn (OTloarailQajo 
croaKmcujo—10-10-2013, 3 aerol. 

3^'^ocro CciDooo cruj“lc9)ffl1<66)jaD raraojcruocr) roilooxoflaaijo 
cruaaaicujo—11-10-2013, 2.30 aeml 

B^nejocru anjOcSojoD roiloairoilcrajo (roaomaijo—11-10-2013, 
3 mSTDl 

B^'^ocro GnBooesBoa OTioJoeiltoS coisnsoi^ 
c3iacs3)(x»<ss)jaDOT)1cr)j8ajsns roijtft, ? 50 caiacDlcfcfflocxDl 

c3ia(H)c!fflGc96)6rt3(!5)06rn. B^nejocro eriDootarailna^ oilei fflOoDlcrulroS 
Gcn(alG§o fflsmi 0 03)0^01) 00 GOffio crujItejOlaOffljonDroioenD. 
caiaaonojicsDjgg "3)^3 c3iacsaJtaiai<ft.g2o onlacrolcoojcrncijioern. 
GtiDooetmoioQSOijjo ajcraoJcraieaBago aagaOTialeijo 
GCU)0(ft)j,ja(2ici§j(ft)(sgo raraocDodSoOfflocia (graiiuaavfflrjsiOca>osngi3SOT))o 
(BaaSaileiooroo Qj^ceOTiaaoajrsiaijfflooQ) asTDlc(!3)0(8aJDOj<6jC/3 
cn1ocru1<aajcTD(i5)06rn. ffl6mlGC!Q)o^ajD02o93(/3ai<p1 e tin oo ears a3 
caiajajaaiocjjgjaceiosriejgg raroGnJcMdcejC^ aonriTamlraS 

27-9-20i3-0Dji2jci8rJ cOjIgloailolceoemo. ccoofflcrul^j cft.1§jcTT) 
fflsrT)lGcn)0(3ajDojce>c/3 aDlfflomlteojanDOTioenn. B^'^oam GoCooo 
eac&ffloooaS njoslaorniaijo aaltsaraS caras^ (!j)j<a> 
®)1o1^3cej1§jaDOT)ji2i^. RDOfflorul^j <9)1§jaD Ba'ieJ0crDj<fl>c/3 
(SDOOccnoaj cOjoasmajaaoeijo crujIoOjffllteojanDoia. (ajjsjRjxoS 
01101063308 tnJoi^ajrfffl Bloicru633g1ro3 ffiTO (arajcicIcrDlroS cnlonDjo 
eielceojcTT)0)0630. 

Specificatioii 

Transport Incubator: 

Distance from vertical hood to mattress Low Hood 
8.25 in (21 cm) High Hood 9.84 in (25 cm). It should have 
the following Features 

• Double wall 

• Skin temperature probe 

• 02 inlet 

• Examination lamp 

• access doors 

• disposable infant restraint straps 

• 1 Iris port 

• 6 tubing ports 

• Locking power control receptacles 

• DC cable 

• 2D or 2E size tank moimts. The tank moimt permits 
moimting gas cylinders with a diameter of up to 4.5 in 
(11.6 cm) and up to 34 inch (85 cm) in length 

• Humidity Pad(2) 

• Accessory shelf, IV pole and Flow meter 
General Specifications 

02 concentration range 21 % to 5 8% minimum 
Humidity capacity 50% to 70% 


Noise level <60 dBA 

Temperature set range 22.0" C-38" C (71" F-lOO" F) 

Temperature rise time 30 minutes 

Temperature variability < 1.0° C 

Correlation of display temperature to set point at 

temperature equilibrium < 2.0" C in 10-20" C ambient 

<1.5° C in 20-30" C ambient 

Humidity pad Holds 400 ml.(14 oz) sterile distilled water 
with no significant spillage for up to 45" tilt in either 
directicn. 

Air filter Removes >99% of airborne particles greater than 
0.5 micron diameter 

Relative humidity 50 to 70% for 10-12 hours using humidity 
pad 

Check calibration key 36.0" ± 0.1" C 
Controller Displays 
On/standby Illuminates when “On” 

Battery condition status 4 LED indication of battery 
charge condition 25-100% 

Power mode Illuminates AC, DC, or external DC 
Heater power 4 LED indication of heater power; 25-100% 
Baby temperature" C Displays infant temperature 
Air temperature" C Displays incubator air temperature 
Set temperature Illuminates when it changes 
Alarm indicators High temp. Power fail. Sensor fault. 
Heater temp. Air flow. Low DC incubator 1 battery 
standard 

Battery rating Incubator maintains a differential of 25" 
C (77"F) between ambient and set point for 90 minutes 
per battery at full heater power 
Safety Alarms 

High temperature actuates if incubator air temp. >39 
±0.5"C 

Sensor (temperature) actuates if sensor fails 
Heater temperature Actuates if heater temp >77"C 
(170° F) 

Power fail actuates if AC fails and no DC power 
present, and activates if unit. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 
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3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refimdable rmder any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non-Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit one percentage of the 
total cost of the articles quoted for can be remitted 
by way of Crossed Demand Draft drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted or 
submitted without superscription as specified are 
liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered imder any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not he considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witnessess wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will he made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at that time. 

18. More details can be had from this office on 
working time. 


No. C8/18893/2013/MCT. 26th August 2013. 

Sealed competitive tenders in the prescribed 
Proforma are invited for the purchase of the following 
items required for the Professor & Head, Paediatric 
Department, S. A. T. Hospital, Thiruvananthapuram. 
Tender should be superscribed with tender number and 
addressed to the Principal, Govt. Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this Office on working hours till 3.30 p. m. 

Tender No.—149/2013. 

Name of equipment with Quantity—Hand Held 
Protable Vein Transilluminator —4 Nos. 

Cost of tender form (Inclusive of VAT): 

Original —^ 630. 

Duplicate —^ 315. 

Last date and time for sale of tender form— 

10- 10-2013, 3 p. m. 

Last date and time for receipt of tender— 

11- 10-2013, 2.30 p. m. 

Date and time of opening of tender—11-10-2013, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage 
charge ? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 27-9-2013. 
No other forms of remittance will be accepted. 

cOTlajojnDCTOojjrao aanjolceeroS ojlajcloaotslta 

rarajOjaaiiaocxs Bj)oes>(jjooQ)janD cruocucnesBaS 
(ulcnrasmo ©.ojcgijcmanlcr) mlcsul®) GnOoooKnlraS mji,(3cu.y 
3^nejocrujcft,a3 .SiiiemltBajonDj. B^nejocmjteic/S ra^'iejocru 
cncmaaosjc&jsl cniimna) «j)1oQ)«j)1c0S)jffl2a3rJ tnjln3cru1cjjoa3, 
6)fflcu)1<6S)a3 a)1ajQJcnaronjjao-695 on n^cm 

ojlejocruaicolaS dg)ais)1.yia1ec8S)Gn3ro)06rh. 

3^'^ocru mcm^—149/2013. 

cm0cum(1513)1 acig (Sojajo —ciOoctScvu anocoacu) 

(SnJ0^§Gm1c(3 aojaDlcTS (.sociScmleijalemg^—4 rigtsn^o. 

(3(3nejo(m (jtioorwsrsilfflci^ culm (m1<6jj(3)1(X2)s<eao) : 

(3T3Cr^(33—? 630. 

CaalijJA^nJ-? 315. 

(3(3fiejocru cboDooo cu1co3<66)jcm raacucmom (3)1 oq)c3)1oq)Jo 
cma(X2)cujo—10-10-2013, 3 aeml. 

B^nejocru cmilajalcsajcm aracucmom (oiIoq) coiloffijo 
cmacxscujo—11-10-2013, 2.30 asmi. 

B^nejocru (3)20<aajcm (3)1(XJ)(3)1(n)jo cmacnicujo—11-10-2013, 
3 aeml. 


s^'^ooru GciDooeaBC^ anaJoeilroS emsnsojtS (3i3(n)od)c0S)jaD 
(OTlcnjcojane (ij)j<9) (? so) raiacDla&aocsxl c3ia(n)(!ffiG<6S)6Tiea5)06m. 
3a<^ocru GnDoodSKnlon^ culej SBOnDlomlraa soDolego msml 
ao(3ajL)a rarajccrso crujIc&ffllceffljanDsnosm. caiaaoocmOTjgg 
c3iaGoj<eiiicft)g2o cr)1fflcru1<effljanDOT)0 6m. GciDOOGrarinoosoijjo 
fflj(Paj[.(!j)S3t3G§o aGOfflcnasilejjo GajL)Oc8>^fflfflcigj<a,cgo c3iaQ3)0ffl<s6)oa3 
(gidiOJOD ^a^s;ffla^06ng)a3(g))o GmcoSoilejocrDo aj^aOcnffl^oOTKnanjfflOQa) 
ffl6rr)lccs3)o^ajDoj<e>c/3 cnloarulcOffljaDanosm. asml aoaajL)Oj<6jC/3 aj<p1 

GaD0O63i3C/3 (3ra)maaia(jj§jffl<6j0snsjgs (3i3Gaj<0iii<aja3 

aonDlomlroS 27-9-2013-cn ajoaoj cftHgloaflffllceasTDo onoacrul^j 
AlgjoD fflsmlGOQ)0(3ajooj<6j(^ (rnocrulaojonDcnosm. ra^nejocru 
GnDooo aatftiffloooaS ojosI^ootkjxotjo aolcoaroS raras^ (mjoO) 
OT)1a1^jcft.1§joDOT)jffla. (!j)Offlcru1^2<6j1§joD ra(8fiejocrDj<fl>c/3 
cs3)0O(ij)0fflj ajOfflSTTDOjaaoejjo crojlajOltsajaDCOTa. oOjjsjcnraS 
ailojossrac/a tnJOj^djrfffl slojcrueaiBglroS caidjciDicrDiroS cnlofDjo 
eje1<6S)janD8j)0sm. 

Specification 

14 Hand Held Portable Led Vein Transilluminator: 

* It should have a rechargeable battery 

* 24 LEDs in two colors-Two LED colors are used 
for optimized vein imaging. 

Orange LEDs (12) for superficial veins and Red 
(12) for deep veins and dark pigmented skin. 

* Disposable plastic covers protect the device from 
contamination. The device should come with a 
charger and 100 disposable plastic covers. 

* Light shield and pediatric adapter kit. 
Warranty— 2 years. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should he inclusive of all taxes, 
otherwise tender will he rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should he accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit one percentage of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Draft drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 


8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted or 
submitted without superscription as specified are 
liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of the each 
of the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 
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No. C8/18898/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the following 
items required for the Professor & Head, Paediatric 
Surgery Department, S.A.T. Hospital, Thiruvananthapuram. 
Tender should be subscribed, tender numbers and 
addressed to the Principal, Govt. Medical College, 
Thiruvananthapuram-695 Oil. Details can be had from 
this Office on working hours till 3.30 p. m. 

Tender No.—150/2013. 

Name of equipment with quantity—Cystoscope 
9.5 F. —1 No. 

Cost of tender form (Inclusive of VAT): 

Original —^ 525. 

Duplicate —^ 315. 


Last date and time for sale of tender form— 

10- 10-2013, 3 p. m. 

Last date and time for receipt of tender form— 

11- 10-2013, 2.30 p. m. 

Date and time of opening of tender—11-10-2013, 3 p. m. 
Tender form will be sent through post if required 
provided due amount with sufficient postage 
charge ? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 27-9-2013. 
No other forms of remittance will be accepted. 

(mlffljojmojnojjoo offloulteacsS Ccft,0Ggs1s)&j ojlcuilcffiocslcfc 
cruasol aDl(jjo^§6)fflag1eejc66) (aTajajaa^fflooQ) (i5)oe!P(jjo(!Q)jafr) 
cruomcnssBoa oilonoemo OiiJ^jojoctS 

cnloDjo 6^r>ejocrujc83C/3 .ftfljeml j-|i6)<ft.a33^ cmh 

3(3nejocru mcm^—150/2013. 

cm0 CD00(013)16)GoJojo dg)sr!^ojjo—cmlecn^ocroGAOnj 
9.5 na)cm.—1 cigterr^o. 

B^nejooPD CdOoocoToitexi^ oilei (cnlajjcoilQaiStOOo) : 
raiacmcoS—? 525. 

ao(o1(jj<e)^iTj—? 315. 

(BoDOOo m1(o3<e6)jcm (OTOoicmocn (0)1oQ)(0)1(n)jo cmaoQxujo— 
10-10-2013, 3 fflsmi. 

3^'^ocrD Ccioooo cmj1c9)ffl1<66)jcm coracucmocn (oilofflcoilcnijo 

Cmi2KX))OJJo-11-10-2013, 2.30 BGml. 

3^'^ocrD (oijOtOojorT) (oilcnicoilcnijo cmmcsxcujo—11-10-2013, 

3 meml 

3^'^0(ru (5(100063303 ca)cijoej1o3 (S(U6ns(U(3 raraomcfficOffljcm 
(3)1(nj(sojGns (OTjcOi (? 100) raracDloOiffloaan rarasdKGcefflengcaioern. 
3^'^ocru GnO00(313)16X1^ OjlOJ 630(iOl(m1(38 G(r)OlG§0 ffl6m1 
630(3(U)^ (3i5)Gaa)0 (mj1ca>(Dlc06)2(iT)C3)O6m. raramoexoiOBjag 
raraGdJflOiUcOjgJo nolo (ml <06)^000(3)0 613. G(i30OG(313)06)S0ijjo 
(ajt.3(iJt(3)633GgO aGg6)(3)89i1eJ2o G(U)Oc9>iJ6)21(1§2<OiCgO C3ia(!3)Offl<66)0(l3 
c3ra)OjaD^6)<ij§j6)<6i06iiejgg(3)2o GmoSojIejocmo oj^<o<3)fflmo(3)3) 
(3)ji2iO(!Q) ffl6mlGCD)0^aDoj<ft.c^ (3lo(m1<a6)j(m(0)06rh. meml 630^(U)^ 
OKPI G(ir)0063BC^ (313)OJa3J|e(jJ§26)<ei06n32gg (313 G(iJcM 1<9)C/3 
630(101 (m1(33 2 7 - 9 - 20 1 3 fflJOfldJ cOil §1 00)1 (Sl <66) 6m o. 

(3)oa(m1^2 cOilgjono m6mlG(n)oacu)02<6iC/3 0Dl(3(m1<e6)j(m(3)06i3. 
o^'^ocm GdOOOo 6)6 )c0>(21OOO(i 3 (iJ0Slm0(013)(3)2o ao1<66){03 (3T3S^ 
(3 )Jc 03 (5)1o1^j<6i1§jof3(3)jmm. (3)Oi2i(m1^jcei1§2onD o^'ieioorojcOjC/S 
c!a)oec3)OOj coiooemojoooojjo (mj1<6jOlc66)2ono(3)m. (OijsjoxoS 
oj1ojo 633(/3 tfiJm^coiiJil 3loj(m63Bg1(33 S'!) rarajnolcmIcoS oolonojo 
eje1<e6)j(m (5)0613. 


Paediatric Operating Cystoscope 
9.5 Fr. pia.) 

Autoclavable 

Fibre Optic Light Transmission 
0 Degree Telescope 
Angled at viewing end 

Instrument channel to allow 3.5/4 Fr. Instruments 

Separate irrigation channel with 2 irrigation connectors 

2 luer lock connectors 

Autoclavable 

Length 13 cm or more 

Accessories 

Grasping forceps-double action jaw, 3 Fr.—1 each 
Biopsy forceps-double action jaw, 3 Fr.—1 each 
Bail electrode-3 Fr.-5 numbers—5 each 

There should be at least 3 years of comprehensive 
warranty. 

CAMC Rate for 5 years after warranty should be quoted. 
Demonstration should be arranged if required. 

Catalogue having technical specifications should be 
attached with the tender. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be reftmdable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non-Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 


8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted or 
submitted without superscription as specified are 
liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered imder any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not he considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of the each 
of the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 
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No. C7/20755/2013/MCT. 9th September 2013. 

Sealed competitive tenders in the prescribed form 
are invited for the supply of the following items required 
for the Various Department of Medical College, 
Thiruvananthapuram. 

Tender should be superscribed, tender numbers and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had 
from this Office on working hours till 3.30 p. m. 

Tender No.—180/2013. 

Name of items—Transportation of Parcel goods 
(Loading & imloading of oxygen cylinders) 


Cost of tender form (Inclusive of Sales Tax); 

Original —t 1,050. 

Duplicate —^ 525. 

Last date and time for sale of tender form— 

9- 10-2013, 3.30 p. m. 

Last date and time for receipt of tender form— 

10- 10-2013, 2.30 p. m. 

Date and time of opening of tender—10-10-2013, 3 p. m. 
Tender form will be sent through post if required 
provided due amount with sufficient postage 
charge ? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 25-9-2013. 
No other forms of remittance will be accepted. 

(mlffljaJODoroojjfflo 6)i2iajDl<66)(a3 ecft,ocg^1(sej<6ffl rairajajaaimoQa) 
B5)06)>PijJO(S»jnT) Cru 0 CD Cn 631308 Qj1«J)ffl6mo 6)ijJ(3i2(Tr)C3)1(T) 

cnlcsuloj) e<1000(333)1(38 

6)cfti0ggj(mj. 3^nejocrujcft.(^ 8(3 '^o(td (n(nj(i(30sjce)2Sl (n1(ou1(3) 
(5)1(X2)(5)1o9S)JfflJCT3cJ toj1(T3(TUl<ij003, a 121 CU)1 c86) (38 a(ft)0(Sg^, 
(3)1(32 Ojcn (TO) <iJJ (30-695 011 o3)(3T) Oil eiOOTU (313)1 (38 00(313)1^1 
(81 (B <06)6133(3)06113. 

3(3nejo(ru mcnia—180/2013. 

(rDO(D(n63i3g2as aoj(3—(,S0(i3(n)(BoJ0^(S§oa3Ci8 ssooo 
oJ0<P(ru(03 cnjivDcru (aeiooDloCD raiaiog" oraenSeeiooDloao aonn 
630<£b(n)1s(i8 cru1ejl6ii3^) 

3(3fiejo(ro (Borioo(3TO)l6)(i§ oilei (cnlcftijroilaKScOfflo); 

(313(113(33—? 1,050. 

(TO(3l<iJcft.^oJ-? 525. 

a^fiejocrD aooooo oi1(33<06)2(m raKOjaruocn otiIcuxoiIcdijo 
C rUBKXSOIJo—9-10-2013, 3.30 (216m1. 

o^'^ocro Cooooo (ruj1c9)(3lc06)2(m oraoiciDocn (oiloiKOilcnijo 
cruaKUxujo—10-10-2013, 2.30 aeml. 

s^'^ocm (3)2Oc06)2anD otiIcdkoiIcxdjo ctuizkxsoijo— 10-10-2013, 

3 aeml. 

3^'^OOnj 00000631308 (3)oJ0ej1(33 (B0J611S01(3 (3I3(n)O(»c06)2Cm 
(3)1(n2(S(U6n§ (Oijoo. (? 50) (3racDl<ft.ao(D)1 (3ra(n)cx»e<e6)6iig(3)06rri. 
aatiojocn) (BoDO0(313)1 a(i§ ojIoj aooolaruloS (B(no1(B§o 
aernl ao^cu)^ (3ra)(S(n)0 crDj1<63a1cea2(m(3)06rri. (3remoa(3)<i!>2gg 
o0mo raiaiBoJcOiiicOjgjo (n1ocrDl<6a2(m(3)06rh. (BoOOO(B(3TO)oaso<ijo 
ffl2LraoJC(3)63i3(Bgo ffl(Bga(3)©)1eJ2o (BOjoocOjijaaagjo&isgo rarocniaaiooaoaS 
(3ia)Oja3j,a<oj§2a<ft.06re2gg(0)2o Ga(33oj1ejo(rDo oJ2,<e(3)mmo(3ro) 
(3)2000!) ffl6mlG(n)0^(U)O2cftiC(8 (n1acru1<0a2(m(3)O6rh. ffl6m1 ao^ou^ 

(U<p1 00000631308 (3ra)(U032,a<oJ§26)<9=06nS2gg (3raCoJ<6il1<6i08 SO) 

aooo1cru1(38 25-9-2013-ch 02^^^ <ftn§1(ij)1o1<6a6mo. (3)oa(n)1^ 

c9>1§2fTT’ a6mlG(ij)oa(U)02<ft.o3 (n1ffl(n)1<6a2(m(3)06iii. a^<^0(rD 
Gooooo aaoOjfflooood oJos1mo(3TO)(3)2o aa1<9a(38 (3ibs.y (3)2<9i 
(3)1ffl1^2'®’"'§l‘™®’l®Sj- ®)Offloru1^2‘®'T§l‘™ o^'^o(1132<9)08 
(n)oa(3)Offl2 <e)006moj03oeJ2o cn)j1<9)Ol<6a2aT)(3)m. <9)2S2(3)(38 
OJ1(U063I308 toJOJ^(3TO)1 ra1aj(1D63t3g1(03 (313 )o 01(TU1(38 (T)1(m2o 

eje1<0a2(m (3)06111. 


Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will he rejected without any 
notice and for free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refimdable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts 
drawn in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders imsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered imder any 
circumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not he considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will he made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 


17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working hours. 

Medical College, (Sd.) 

Thiruvananthapiuam. Principal. 

TENDER NOTICE 

No. C2/3865/2013/DCT. 5th September 2013. 

Sealed competitive tenders in the prescribed form are 
invited for the purchase of materials for the various 
Departments of Government Dental College, 
Thiruvananthapuram for the year 2013-2014 as detailed 
below. The envelopes containing the tender should 
bear the superscription “Tender No. 9/2013 to 16/2013 
for the supply of materials” and should be addressed 
to “The Principal, Government Dental College, 
Thiruvananthapuram-11 ”. 

Last date of receipt of tenders will be 21-10-2013, 
2.30 p. m. Late tenders will not be accepted. The tenders 
will be opened at 3.30 p. m. on 21-10-2013 in the presence 
of such of the tenderers or their authorized 
representatives, who may be present at that time. 

Tender Nos.— 09/2013, 10/2013, 11/2013, 12/2013, 
13/2013, 14/2013, 15/2013, 16/2013. 

Cost of tender form: 

Original (Each )—^ 1,100. 

Duplicate (Each )—^ 800. 

Intending tenderers may, on application 
to the Principal, Government Dental College, 
Thiruvananthapuram-11, obtain requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
shown above, which is the price fixed for a form and 
which is not refundable, at any circumstances. The 
tender forms are not transferrable. Sale of tender forms 
will be closed at 3 p. m. on 19-10-2013. Cheques, postage 
stamps etc. will not be accepted towards the cost of 
forms, nor will the forms be sent by V. P. P. Duplicate 
tender forms, if required, will be issued by a cash 
remittance shown above, per copy. Tender forms will be 


sent, if required, by post on payment of an 
additional amount of ? 50 as postage charge in the form 
of Money Order. Last date of receipt of money order is 
9-10-2013 at 3 p. m. 

ro)1rajojcncTO)ojjoo cnojGnSaaag'' BomosS Ga&ocgsIroS 

2013-2014 oj^oHo (ulajltD ajce>j(jjjce>g1(o3 CTUoa)cncruoi2tcr)1<6jC/3 

QjIfljioGmo OuK^jcmOTilcn odIosuIot) GnOoocijKnlcoS masroo 
crujeoQj(grg)1eJisa 3(3nejocrujtft,a3 cM^sml^jncftiOggjaDj. 
B^'^ocTU gc/36)c0aogg1^1§jgg tfeOJolosS “fflsene^ cncm^ 09/2013 
mjOTICisS 16/2013 OJfflOQfflJgg CTUOCD CO CTUO ffl (.0)1 c0)C/3” o3)Cm 
(srasu6)(jjsjG(!srcD6nec!S)2o “b 1 [.ojla3cru1cjjoa3 cnojsriSeffla^" BororoS 
GtOjOCgs, cnlrajajcncTOinjjoo-ii” cig)OT) ailojoarussisilasS 
OT)Gffl6TBOT)Jffl06m. 

Baf^ocrojcac/a eieltBsijanDOTiIcnjgg OToaicruoaD otiIoqxotI 

21-10-2013, 2.30 aeml caraiGm. Rnofflcrul^ojojaT) B^nejocrojcaaS 

(rujIcfeoloSffljonDOTim. B^r>ejocruj<65C/3 21 - 10 - 2013-00 3.30 aiemlcBa 
B(3nejocrD onci53<a.1(!Q)(Uoj6)SGOQ)o, raraojojns oraocnTcej^aj) 
CoJcij)loola)l<ft>gj6)scoQ)o cruoanDlBJDj,(!5r3)l838 ajijOcOojanDRnosm. 

B^'^ocrd ODcm^— 09 / 2013 , 10 / 2013 , 11 / 2013 , 12 / 2013 , 
13 / 2013 , 14/2013, 15/2013, 16/2013. 

B^nejooPD Ctiooomilsxig ailei: 

caiacr^ (fflOGffloonDlmjo )—^ 1 , 100 . 
aa(a1(jj<ft,a(^ (fflOGOOcmlonjo)—? 800 . 

B^'^oom Gocooo (ulRsScOffljonr) caianjorDOOD (ij)3(X3)(!j)1(X3)jo 
oroaKiDcujo— 19 - 10 - 2013 , 3 aeml. 

B^'^ooru oruffl^njlteoooa (atajtcnnnltBojcmoiKB LoJloSorulajoaS 
cnaj6n3©ffln^‘' BoroxisS OAOsg^, cnlcoj m onoroiojjoo-11, 
(10000 Bilmoorufsimlraa (gi3GoJo9iida(e6)sns«5)jo ooloa/l®) nsene^ 
Gncooo (UocesBeneajijaoend. osenecB anDoosjiiJilooooffljgg 
(3raG(ij<ftade<i!)06)S0(jjo ffljtOigloS orujiijlcjjlralceajono oolocoolros aoj 
GdCOOOTimIfflcig ooloailOT) oulej asjG<ss)6reOT)jo rara®) aoj 
tOioaenocucraoejjo Rnlalacei ooroStajjonodjijam. B^^iejooru 
GoDooesBoa fflatSifflogo oiij^e.jjsocujono(!5)m. b^'^ootu 
Gdnooraimlan^ oileioffiocnn ffliij<s6)2<eiGgo GnJOGogs orgoomjcSiGgo 
orDj“l<a>ffl1<s6)2ono(i5)m. B^'^ooru GciBooo bjI. njl.evil, rarajornl 
(3i3(ij)(ii)<6S)jono(!j)m. B^nejooru GciDOOsjKolaog (ij<9>^(^ aoGffloonol 
oogoffijo (ulei ffljtSiglraa cm2i3j1^1^1ffl1<66)2ono(ij)OOQ)1ffl1<e6)2o. 
OT)aJoej1fs3 B^<^ooru GciBooo Gcuemamonojggnj^ B^'^ooru 
G (ic00(013)1 eo^ oileiGOffioosoijjo ? 50 raraculaio Gojotjgraa 
OdjeioilGejcSfflooQn i2i6nolG<S3>o^njD(3 lajGsuoo oruffla(jjlG<fl6)6n3(0)osno. 
ffismlGoao^cu)^ eielGteasrie oramorDooo cij)1(X2)(0)1 9-10-2013-00 
3 asmi (3ra)0Q)1o1(e6)jo. 


Schedule 

1. Superscription : Tender No. 9/2013 to 16/2013 for 
Materials. 

2. Tender form can be had from—Principal, Government 
Dental College, Thiruvananthapuram, Pin-695 011 

3. To whom tenders are to be sent—Principal, 
Government Dental College, Thiruvananthapuram-11. 

4. The date up to which the rates to be in firm: One 
year from the date of submission of tender. 

5. The rate should be inclusive of S. T. and Other 
Taxes, Duties, Levies, Insurance, Freight charges. 
Packing and Forwarding charges etc. and Free 
Delivery at concerned Dept./Section/Office. 

6. Tenders to be submitted in details with illustrated 
pamphlet (Wherever necessary) neatly typed, written 
manuscripts should be avoided as far as possible. 

7. All offers to the tender should be accompanied with 
the formal agreement executed in ? 100 Kerala Stamp 
Paper together with the required sum of Earnest 
Money Deposit (One per cent, of the total cost of 
articles strictly tendered which can be remitted by 
way of crossed Demand Draft only favouring the 
following). 

“ PRINCIPAL GOVERNMENT DENTAL COLLEGE, 
THIRUVANANTHAPURAM” 

8. Advance payments conditions will not be 
considered. 

9. Tender forms are neither transferable nor the cost 
reftmdable imder any circumstances. 

10. Sample should be produced as and when requested. 

11. For each item the upper limit of No. of offers/rate is 
restricted to 2 (Two) and the 2nd offer/rate for an 
item must be substantiated with sufficient EMD, 
tenders quoting more than 2 offers/rate for an item 
will not be considered for selection. 

12. Soft copy of tender rate and specification in 
Microsoft Excel should be furnished along with 
original tender in the following format. 


13. Brand name/make of item should be clearly 
mentioned. 

14. Tenders with insufficient EMD will not be 
considered for selection. 

15. Belated tenders will not be considered under any 
circumstances. 

16. Tenders unsealed, unsigned or submitted without 
superscription are liable to be rejected. 

17. Distributor/Supplier should produce authorization 
from the manufacturer in then official stationary. 

18. Negotiation will be made only with the firm offering 
lowest price whose specification conform to the 
requirements in the tender notification and tender 
schedule. 

19. If complaints are reported the supplier should take 
back the item at their cost and risk. 

20. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

21. The rate should be quoted in Indian currency and 
payment will be made only in Indian currency. 

22. The only jurisdiction of any dispute regarding the 
purchase will be at Thiruvananthapuram. 

23. The photocopies of the documents produced along 
with tender should be attested by a Gazetted Officer. 

24. If the date scheduled for opening of tender is 
declared as holiday, tenders will be opened on the 
next working day at the same time, same place. 

25. Tenders should bear the Signature/Seal and Full 
Postal address. Fax No., Telephone No. and Mobile 
Phone No. of the tenderer where ever necessary. 

26. Tenders will be opened in the presence of such of 
the tenderer or their authorized representatives who 
may be present at time and that they should have 
valid authorisation letter. 

Govt. Dental College, (Sd.) 

Thiruvananthapuram. Principal. 


TENDER NOTICE 

No. C2/14089/2013/MCK. 4th September 2013. 

Sealed competitive tenders are invited for the 
purchase of Stainless Steel Tray with Frame, Water Tank 
Cover, Steel Tank to Medical College, Gandhinagar, 
Kottayam. 

Tender forms can be had from this office on payment 
of ? 420 each in cash or by money order till 11-10-2013, 
12 Noon. No other modes of remittance will be entertained. 
Those who require tender forms by post, a sum of ? 40 
will be added towards postage charges. Money Orders 
should reach this office at least 10 days prior to the 
closing date of tender sales. Cost of tender forms will not 
be refunded. 

The duly signed tenders superscribed on the 
envelope as “Tender No. C2/14089/13/MCK for the 
purchase of 1. Stainless Steel Tray with Frame 

2. Water Tank Cover, 3. Steel Tank addressed to 
“The Principal, Medical College, Kottayam-8” should reach 
this office on or before 11-10-2013, 1 p. m. Tenders 
received late will not be entertained. The duly received 
tenders will be opened at 11-10-2013, 2.30 p. m. in the 
presence of the tenderers or their authorized 
representatives who may present at that time. 

Further details can be obtained from this office during 
working hours. The undersigned reserves the right to 
reject any tender without assigning any reason. 

GceiogoBo fflfflnjulcaaroS e<ft.oeg^3eej<s® ©(jj^oodaSaejcr^ 
Qis oflojKn ffli.fU30Q)1o, soffib cft.Qj(3, soa ng)aDl 

gaj<a,c36m63i3a3 ajoeaBjcmanlmooQil 3(3fiejocroj<9)C/3 

cMdsmlcsajofiDj. 

ra(3'^ocru nJi,®)6Bi3(^ ? 420 rarasj aocmlcmlroacnlcmjo 
11-10-2013 12 memldjfflffl aioeaBoaijcmcmoem. a^tieioono 

nJCOT) 6313 03 C3) nJ 0 011 (08 (3Ta)(U oaj, CSJ gg OJ^ ? 4 0 (315 COl tfti o 

i26m1(S(!Q)o^ajL)OOOQ)1 (3ia(!Q)0ffi(So9S)6ne(3)O6rn. aiemlcsoffio^nuojcejoS 
raaneiooru aj1c!53(jjcn raTacuorDomlcSojaTxtnloD io alojcroo 
fflja3(ij &je1(Sc6S)6n3(3)06nD. aaneiocm nJi,(3)caT3)1aci§ oilei asoool 
cncoScftjanDcoim. 

3^«ejocrujo9.a3 <63(Uo1cn2i2ijcft,g1(38 “a^nejocru 
cncru^ crul2/i4089/20i3/aa)o. cml. OcOi. goJc&coGmoKjilaag GciJcS 
1. ocn^ooiloSaeicr^ gis ojlcaioi oC'U3<sjno 2 . qjo§^ soks cOjOJ^ 

3. (T^3ro3 soaei ciatcm Giaa&npjaraKnosjcfejsl “i.ojln3(ru1(jjoc/3, 
omojolcOffloS a<e)0(?gs, Gcft.o§(!Q)o-8 o^cm (uleiocrocorsilcoS 
11-10-2013 g^cfficoa 1 aemloOffl mjom ejeltoaoimoOfflajIcuo 
(3T80Q)<x»G<66)Gng(3)OGm. cnloailo) crufflOQxatsilcnjcoOfUdo ejeltBojcmecmo 
(3T8njj(3Gn^ffl0(iJ)G(a)0 (318)00) a^nfiJOcrujcftioS nj(5l(nGm1<a6)20T)(a)m. 
OQ)mocrufflQQ)o ejeifflO(n) a^'^ocruj.a.oS (3i3ccma1(UcrDo 11-10-2013, 
2.30 ffl6m1cea cn1c(ajl(3) aruaoojo (tnjOaOffljcmoioenD. 

(ijla5aoj1ciJ(563BC/3 a^nejooru oJC(3)(3rs)lGcnoosoijjo &jej,ffl06m. 
OQ)OQ(5)0(5j <630(56m(ujo oOioemlcoaofflOT) a^'^ocrujAoS cnlioorulcefflj 
(uocnjgg (3i8CJL)1ca>0(5o LnJlci3crul(jjog1(a3 cnltftaflnJioiffloem. 

Medical College, Gandhi Nagar, (Sd.) 

Kottayam. Principal. 


TENDER NOTICE 


No. G5-4753/2013/MCH. 2nd September 2013. 

Competitive tenders are invited in sealed covers 
superscribing Tender No. G5-4753/13/MCH for the 
supply of the following item worth ? 1,00,000 for the 
use of Medical College Hospital, Thrissur. 

Name of Item with Quantity—ECG Paper 2500 Rolls. 
Cost of tender form (Original)—? 400 + Sales Tax 5%. 
Date of sale of tender form—1-10-2013. 

Closing date and time of sale of tender form— 
30-10-2013, 3 p. m. 

Last date and time of receipt of tender—31-10-2013, 

11 a. m. 

Opening date and time of tender—31-10-2013, 

12 noon. 

Every tender should be accompanied by an EMD of 
1% of the cost of tender item along with agreement in 
Kerala Stamp Paper worth ? 100. 

The rmdersigned reserves the right to accept/reject/ 
postponed any tender without assigning any reasons. 
Further details if any, required can be had from this office 
during office hours in working days. 

®)^(^2(8 ©fflojol c8S)(o8 G(ft)0ag^ carajcrajojl,ro)1oQ)l6)eJ 
(315) OJOD^ (313)1 cn gcq(33o aoj&JoBiido ojoj (ulejojojono 
g. crul. ^1. (ijl(3)ffl6mo Oi2j(§/jaD(3)1(h B^fiejocru (nom^ 

Sl5-4753/l3/e(a. G<a.O. (3T5). (10(33) (3)0) 6)<96) G§0 SJ (fiij SlOQ) 
(fliOJOj (9)g1o3 (a(33cru (80 si (Tuoo OD (3t3)1ejjgg 
3^(^0(ruj<a.a3 caiDsml^jaoBiOggjnnDj. 

aClDo-a. (TDI. si. -2500 GOO(^. 

3^(^0035 nr)0O(0T3)l6)(1§ OjlOJ-? 400 + 5% ((Ul(33aj(n 

(n1<a.J(3)1 (3I8Sc66)o). 

B^riejoanS Caoooo cu1(33.jjcr) (3)jS63Bjafr) (3)1(X»(3)1—1-10-2013. 
B^nejocro (Bcioooo (ii1(38(jj(n (3T3cu(roo(n1ces)j(m (3)1(X2)(3)1cQ)jo 
(TDfflQOIOJJo—30-10-2013, 3 m6m1. 

B^riejoord cruia^cjjl Gceoene raracij oruoan (3)1(X2) (3)1oQ)jo 
(roffloaxiJjo—31-10-2013, ii aeml. 

3^(^0033 (OlJOaOfflJOnO (3)1(X»(3)1(X2)Jo CTUaOffiOJJo-31-10-2013, 

12 aeml. 

fflssng^ (3)J<63(!Q)J6)S 1 % (331(8(3)13(1)^0003)1 fflSSngolGODOOSOcjJo 
(n)0^(jj10(06)6313(3)0 6333. ? 100 (UlOIOffiJgg 0Jl.Onj 1(0) (033)1(38 

1.(1)0(003 gsomsl (l)od)e(66)6ng(3)06333. (1300(013)100^ (3)1e) G(n(0l| 
00(i3lcn)1(03 (338S(Xi)(6O0(l)2nT)(3)06333. (63jS2(3)(08 (3)1(1) (0 63303 

(.(1)(3)^(033)1 O3)0(n)63Bg1(O3 OOdCl (331(08031(333 Jo 3)3.^006333. 
cft)0(06mo (9)06331(0000(3) B^nmOOTD 03l§1 (1) (X» (90J (33 (3)1 (3JO 
(3l(OO(9)(Ol(9OJC33(3)1(3J0Jgg (338(JOl (9)0(0o 033Jtdj 63331 (03 
031(9)4)1(13(3)006333. 

Medical College Hospital, (Sd.) 

Thrissur. Superintendent. 


TENDER NOTICES 

( 1 ) 


No. C2-14663/2013/MCTCR. 

21st August 2013. 

Sealed competitive tenders in the prescribed form 
are invited for the supply of the following items required 
for Medical College, Thrissur. 

SI. Tender No. and 

No. Name of the equipment 

Department 

1 16/2013-14/MCTCR—Absorbable 
Hemostat oxidized regenerated 
cellulose 

Neurosurgery 

2 24/2013-14/MCTCR—Glasswares 

Biochemistry 

3 25/2013-14/MCTCR—Glasswares 

Pathology, 

Forensic 

Medicine, 

Clinical 

Pathology 

Lab—NMCH 

4 26/2013-14/MCTCR—Chemicals 

Physiology, 
Anatomy, 
Clinical 
Pathology 
Lab—MCCH 

5 27/2013-14/MCTCR—Chemicals 

Biochemisty 

6 28/2013-14/MCTCR—Chemicals 

Microbiology 

7 29/2013-14/MCTCR—Reagent Kit 

Biochemistry 

8 30/2013-14/MCTCR—Reagent Kit 

Biochemistry 

9 31/2013-14/MCTCR—Reagent Kit 

Pathology 

10 32/2013-14/MCTCR—Triple Lumen 
Ccentral Venous Catheter and 

Intra Venous Fluid 

Neurosurgery 


Cost of tender form : 

Original —^ 1,050 for each. 
Duplicate —^ 525 for each. 


Date and time of closing of tender sale by M. O.— 
26-9-2013, 4 p. m. 

Date and time of closing of tender sale by cash— 

10- 10-2013, 4 p. m. 

Last date and time for receipt of sealed tenders— 

11- 10-2013, 1 p.m. 

Opening date and time of tender—11-10-2013, 3 p. m. 

The tender forms and further details such as 
specification and general conditions etc. can be had from 
the Office of the Principal, Government Medical College, 
Thrissur-680 596. Those who wish to get the tender form 
by post should send ? 50 extra by Money Order towards 
postage charge for each tender. 





( 2 ) 


cnojenSnain^" ©aojDlceffltoS CAoeg^lfflej ojIojIcjd 
CU)1nJO(3§J6)IZlC1^J<a>g1ffiej<66) (3I3)nJCra^fflO<I!> (i5)0O<P(jjO<I!>2CTD 
gaj(ft>a6TD63t3(;3 ailcOTfflemo ffljjjc^/joDccnlaD fflroruocrujeoojajgg 
3^nejocru2<ft.c/3 caademl^jataiOggjaDj. 


icBim fiS^orro cnomojo 

CDom^ gnJcQDasrDfljrEynaoi^ GfLio^o 

1 16/2013-14/ng)o.cru1.s1.cru1.(3ra)a.— 
rairasnjcaruoaenjenilaa nnlgaom^og 
aotfecrulooojDcruajD olscncsogoD 
fflcro^jeejocro 

2 24/2013-14/n3)o.Cru1.Sl.Cn)1.(3ra)a.- 

Moarufflojeotpcru 

3 25/2013-14/n3)o.Cru1.s1.Cn)1.(3ra)a.- 

M0cru6)aJG(!Q)<pcru 


4 26/2013-14/n3)o.Cro1.Sl.Cro1. 

6)c9scslc06)(o3cro 


5 27/2013-14/n3)o.Cru1.Sl.Cn)1.(3ra)a.- 

6)ce)ffl1c66)(o3cru 



(XDlajOcSgjOfflCI^ 


OD^JGOO cruasol 


siucofflo Ocejialorutsl 


nJG(iiTiS)OgSl, 

Gti£iooa8cro1(fe 

oacuflcruloa, 

ca1cr)1<66)ro3 

nJGOT!j)OgsT ejoerii— 

n^CrS.n^o.Crol.n^^. 

(iDlcrolGoroog^l, 

c3racD0§ffl1, <&1cDlc8S)ro3 

nJGOTTOOgsT ejoerii— 

ng)o.cru1.oru1.r>0^. 

6njc(n)06)<ftii2lcrui.s1 

6)6)fflGC<ft>OSTUCCS»0gSl 


7 29/2013-14/n3)o.Cru1.Sl.Cru1.(3ra)a.- 6nJG(n)06)<ftil2lcrUl.Sl 

<6j1g 

8 30/2013-14/ng)o.cro1.s1.crol.(gia)^.- SnJGOQ)06)(ft)l2lcrD[.Sl 

Alg 

9 31/2013-14/(100.ami.si.(TDl.cgra)^.— ojctmuiogsl 
01 ( 10 ^ 0 ^“ < 6 i 1 g 

10 32/2013-14/(100.crul.si.ami.— ODijecoamteol 
tsInjM ejjfflofl ©omaaLsroS ©ajODom 
c9)0raKS)g(3 01510^“ ^oStso oaioDom 
(i^gjoalajL) 


ra^neioom GoDooraTtolscig oilei: 

(3T5cij3ro3—? 1,050 (aoGffloaDlaojo) 

(iitSianj—? 525 (socraoanolaojo) 
ra^neioom GoDooo (oioJoeilroS ejelcBojoT) caraaiamooD 

OTlIOQlOTlIOQlJo amaOQIOJJo-26-9-2013, 4 fflsmi. 

raa'^oam GoDooo ai1(a3(jjcr) raraajamoaDlcoajarD ajilooirailcxDjo 
amaicffiajjo—10-10-2013, 4 msmi 

3^(iejocrujcft>a3 eielGcOoene raraoiamoao ajiloQxtoltrsjo 
amffloaiQJjo—11-10-2013, 1 aeml. 

3^'^oomj<9)(/3 OTijOtOojanD ®)1(XJ)(iS)lQ3)jo omfflOKOjjo— 
11-10-2013, 3 ffleml. 

ra^neioom coDooegBgjo eOijsj csiroS oiloj a eangjo 
l.(iJlci3am1(Tjo(;3, aicusnSofflcig'' offlcuTIceeaS GcOioegs, 

(100. ^1. c9i0aj-680 596 (10000 011 £10 CTU (010)1 (OSaolOfT) Jo 

eje^fflosm. s^'iejocru CoDooo (oinJoeilcoS (ora)(uaoj,ffljggcua ? 50 
(0)(iJO(o3 jUoS&ei coiatDleOiffl0 03)1 aoeao amlcnjo 

fflenolGcxjio^cvjDoooffil (oratxxoffiGcOfflsriecoioeno. 


No. C1-14501/2013/MCTCR. 5tk September 2013. 


Sealed competitive tenders in the prescribed 
forms are invited for the supply of following items 
required for Medical College, Thrissur. 


SI. Tender No. and 

Name of 

No. Name of equipment 

Department 

with quantity 


1 43/2013-14/MCTCR—Myoma — 

Obstetrics and 

Morcellator—1 No. 

Gynaecology 

2 44/2013-14/MCTCR—Uterine — 

Obstetrics and 

Manipulaor—1 No. 

Gynaecology 

3 45/2013-14/MCTCR—Vacuum — 

Obstetrics and 

Apparatus for Instrumental 

Gynaecology 

Delivery—8 Nos. 


4 46/2013-14/MCTCR—Rotating — 

Obstetrics and 

Bipolar forceps cables and 

Gynaecology 

inserts—7 Nos. 


5 47/2013-14/MCTCR—Portable — 

Anaesthesiology 

colour Doppler—1 No. 


6 48/2013-14/MCTCR—Non — 

Ophthalmology 

mydrialic Camera—1 No. 



Cost of tender form: 

Original—? 1,365 for SI. No. 1; ? 630 for 

SI. Nos. 2, 4; ? 420 for SI. No. 3; ? 2,205 
for SI. No. 5; ? 2,520 for SI. No. 6. 

Duplicate—? 715 for SI. No. 1; ? 315 for SI. Nos. 

2, 4; ? 210 for SI. No. 3; ? 1,103 for 
SI.N0. 5; ? 1,260 for SI. No. 6. 

Date and time of closing of tender sale by M. O.— 
10-10-2013, 4 p.m. 

Date and time of closing of tender sale by cash— 

17- 10-2013, 4 p. m. 

Last date and time for receipt of sealed tenders— 

18- 10-2013, 1 p. m. 

Opening date and time of tender—18-10-2013, 
2.30 p. m. 

The tender forms and further details such as 
specification and general conditions etc. can be had from 
the office of the Principal, Goveriunent Medical College, 
Thrissur-680 596. Those who wish to get the tender form 
by post should send ? 50 extra by Money Order towards 
postage charge for each tender. 








(/)Qj6n36)fflci^ fflfflODlceffloS GcSjOcgsIfflej qjIqjIo) 
aJDlcjjo^§j6)fflcigjcft,gT8ejc06) rarajojoaimom) (wontPijjooffijafr) 
goJcfeoeiDSTOoS iijIot)06tdo 6)iij(^j(TD(i5)1cD fflssmacrDjeoojffljgg 
raS'^ocrujAC/S cMdenDl^jaAoggjonDj. 


(.<9jm ra^'ieiooru ODomojo 

(13(131^ gnJ<9306n)(!51i5)l6)(1^ GnJOJc 

(U)1ajO(3§26)(2(1^ 

1 43/2O13-14/n0o.(133l.Sl.(133l.(318)^. - 

636ru(n3ts<&s1<a(iu 

G(22|0(2 G(20>p(ruGeig^—i 

6)6)(7)Or3G<96)OgSl 

2 44/2O13-14/n0o.(ru1.Sl(ru1.(318)(3.- 

636ru(n5(.s<&s1<a(iu 

(318§o 1(18 (20(1)1nJ2G£ig^-1 

6)6)(7)Or3G<96)OgSl 

3 45/2O13-14/n0o.(n)1.Sl(ru1.(ai3)(3.— 

636ru(n3i.s<fes1<fe(no 

(310<9i1o (313<^00g(ru Gaood 

(313)0^ 6)6)(XIODG<96)Og^1 

^(i3(rotS26)(2(i^(o3 6)(U)eil(iio1—8 

4 46/2O13-14/n0o.(11)1.si.(11)1.(313)^.- 

636rucn3ts<fes1<fe(ii) 

6)OOG§g1oa3 6)6)6I31Ga10g0^ 

(313)0^ 6)6)(7)0(3G<66)0g^1 

GnDOtpcronJcro Gcaj6nj1a3cro 
c3Yd)0i^ ^crSoro^gGro—7 

5 47/2O13-14/<i0o.(ru1.Sl(ru1.(313)(3.- 

(313(1)(11)C(3)Grfld2|0gSl 

aJOa§6m1(;3 oBig^ G(U)0nJ^-1 

6 48/2O13-14/<i0o.Cn)1.s1cn)1.(3ra)a.- 

acm(a)0(a3Gi20gs1 

0(36113 e6)(2cs1(S)>oeil<fe —i 


3(3'^ocru CBaDooasrolfflci^ culej: 

caracr^raS—L<fl>fflcncnj(3 i-cn ? i,365, (.tajan^cnj^ 2-cr)jo, 
4-(r)jo ? 630, (.'fi>®cT)cnj(3 3-00 ? 420, 
tcfcfflcnnu^ 5-cn ? 2205, t'S’^cnou^ 6-cn 

? 2,520. 

nJcfe^nJ-l.<9>®(r)(TU^ 1-03 ? 715, l.<9>®0Dam^ 2-ODJo, 

4-ar)Jo ? 315, 3-03 ? 210, 

(.<9)0103011^ 5-03 ? 1,103, l.<i9’®030U(3 6-03 
? 1,260. 

3(8fieJ0O33 CoDOOo (!J)oJ0 ej1 (03 ejelaOfflJOTI (013(11033003 
(OllOQXOllOQIJO OMfflOJXUJcj-10-10-2013, 4 (261331. 

3^r>ej0O33 (SnilOOo aj1(08(jJ03 (013CU 0330 031 <96)JOT) 

(0)1(X2)(0)1(!Q)Jo (T33(2(X5)(UJo-17-10-2013, 4 (261131. 

3^'iejoo33j<9>c(3 eje1a<96)6ii3 (oracucruoo) (oiloQxoildsjo 
033(2(33)3120-18-10-2013, 1 1261131. 

3a'ieioo332<9)a3 (oijOcaoijoD (oilooxoilcxxjo oruiaojiciijo— 

18-10-2013, 2.30 (261331. 

3(3'^oo 33 GocooeoBgjo cOjjsjioiaS (nlcnaeoBgjo 
(.<\j1o8(i33l<jjoa3, (7)cii6ii06)(2og" omajDl<96)(o3 c<a>ocgs, 

<100. si. <9i0(11-680 596 <i0O33 (111eiO 033 (010)1 (03cn1013Jo 

£162,(206113. ra(3neioanD e<iioooo (0)nJoei1(a3 (oisiaica^tffljas™^ ^ so 
(0)<iJO(o8 ijjo^ss (0i3(jL)1<9>(20(3a)1 630Gffl0 a^f^eio(Tolinjo 
(261Dle(X3)0(3(VJDOO(X2)1 (013(n)(I»G<96)61ie(0)06n3. 

Government Medical College, (Sd.) 

Thrissur. Principal. 


TENDER NOTICES 

( 1 ) 

No. S2/13356/2013/MCC. I7th August 2013. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers/authorized 
dealers for the supply of Isopropyl Alcohol & Paraffin 
Wax for ? 4,79,963 to various departments of Medical 
College, Kozhikode. 

Superscription—Tender No. S2/13356/13/MCC for the 
supply of Isopropyl Alcohol & Paraffin Wax to the 
Various Departments. 

Estimated cost— ? 4,79,963. 

Cost of tender form: 

Original— ? 1,050. 

Duplicate— ? 525. 

By post— ? 1,100. 

Last date of sale of tender form by post — 
23-10-2013. 

Last date and time of sale of tender form— 

30- 10-2013, 3.30 p. m. 

Due date and time for receipt of tender— 

31- 10-2013,11 a. m. 

Date and time for opening of tender—31-10-2013, 
11.30 a. m. 

Date upto which the rates are to be firm—31-3-2014. 

Persons to be addressed for buying and submitting 
tender form Principal, Medical College, Kozhikode, 
Kerala, India, Pin-673 608. 

Tender forms and details of tender can be had from 
the Office of the Principal, Govt. Medical College, 
Kozhikode during working hours (Phone: 0495-2350212). 
Tender should be superscribed with Tender Number as 
mentioned above. The tender should be submitted along 
with an agreement executed in Kerala Stamp Paper worth 
? 100 and Earnest Money Deposit @ 1% of quoted price. 
Stamp Paper will be supplied to the firms outside Kerala, 
on request, along with remittance of ? 150 (? 100 
towards the cost of Stamp Paper and ? 50 as incidental 
charge) by Money Order taken in favour of Principal, 
Medical College, Calicut. Specimen copy of the agreement 
is annexed with the tender form. 

Rates should be quoted in Indian Rupees only. All 
the taxes applicable is to be clearly mentioned. Freight, 
insurance, loading, unloading, erection and commission 
charges and installation should be home by the tenderer. 
Payment also will be made in Indian Rupees. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheques, Drafts, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 





( 2 ) 


Duplicate copy of tender form can be obtained on 
payment of cost. 

The tender will be opened as detailed above. Belated 
tenders will not be accepted. 

(S<9)OS>1(Sc0S)os 6)acu51<es)(!38 eajocsgsloej oilailcJD aileocnrorsil 
Gej(e6)OQjaBj,aocx» On^ecrooctoJOQOoDtoS raidicoScas) CnDooS 
oJOfflOocIcra ojocfecrd ojlsnosmo cm onl aejcea 

cn1(3i2i20 OT)o <0S) glcoS cniGcmo caiacu ojos caiaocnl cfc^ciS) 
cvulej^ffloolcoScnlcscmo ffl2t3(U.ycij)jo fflcsrDooculoadolcincujffloa!) 
3^nejocrDjca.c/3 oMjsml^jnoBiOggjcmj. 

rarasffiiroS anjcOj —^ 4,79,963. 

cnloRntracu^o—nssrecS RDjAOffijns aoj (iDcmaocno. 

raaf^ocrD cgciDOO(3i!j)1fflci§ ciilej: 

aolsIcnoS—i,050. 

CU)iJi^1(B<66)g —^ 525. 

«5)ojora8 ojs>1—? 1,100. 

ra^nejocru (BnnooeanciS coinJocoS cmpl ojIroSoOffljcm 
caraojcmom (otIoq)®)!— 23-10-2013. 

racSnejocru (BaD0O63i3(;3 (scnrall ejelcoajcm caiaojcruocn 

OT)1(X3)OT)l(X3)Jo CrUffl(XJ)(UJo—30-10-2013, 3.30 EGml 

o^fifijocrojcfecis crujla&ffllcoojcm rairaojcrDocn roilcmcOTloffijo 
cruaorocijjo—31-10-2013, 11 aeml. 

ra^'^ocruj.&c/a (0)jo<6ffljcm (!J)“1 oq)OT)1— 31-10-2013. 

(lilej cnlsffiocnnoloOQjonD anloo)®)!—31-3-2014. 

OaneJOCrOJcOjC^ Ci®(ru2/l3356/2013/n®o. CTDI. crul. n3)Cm 

(Bffloejs>j(g(!jr3)os2ca>2s1 cBcnolgj cn(o3c93j<9>(BQQ)o (.nJlcracrul(jjoc/3, 
eaajulteecoS cs<ft.ocsg^, cBca>os=1cB<9aos n3)cm ciflejocrutaTsilcoS 
c3ia(X2)(!C»<e6)jca)CB(X3)0 ai3ja(§/6ne(inocft.2cmj. afflcuAT ejelosajcm 
3^nejocru2(ft)C^ crujlo&olcoajcmsnm. 3^neJ0cru2<e3a3 ffljo&gIcoS 
crujiijl (jjl.^1 caltsejcm 3lciJcruo 11.30 ffl6m1<aa o^f^ocruj 
(ft)OcaacigcoQ)o croocnlcOj^^co) tnJcoilcnlcjDloffijfflscscixo cruocmlaJDicarailcoS 
(!j)20<e6)6)(jjsjo. cmaJoeilcsS melcsoOfflene 3^'iejocru csaDoocmmlecig 
ciilejocsocxj)! aemi bocBojucS a>pl6)<S3 aogocmjo crujIcOjOloOQjcmcmm. 

? 50 culejOQ/jgg Gfl&fflg ajconJlcnoKwIoS cnlcmjlco) 
aociS)^(ft)Cx»1ej2gg cmaaoiajccino cuocnocois) caijcfcoffijos 1% cnlcaccn 
t3cu^cgc;5t!S)OS2<9)2Sl 3a'^0cn5lGcr)0fflS0(jjo crua^tjjlcscOfflenecinosm. 

cOjJSJ cij)ca3 cu1cuo6gi3c^ aa cu)1 coacoS cscOiOcsg^ 
c3ia)nDlcru1co3 cblcmjo C'^cu^cmo)! cruaoffleonglcnS mg^aosm. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should provide samples at their own 
expense if requested. 

3. Warranty: minimum 2 years. 

4. AMC and CAMC: Minimum 5 years. AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 


No. S1/13480/2013/MCC. 21st August 2013. 

Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers or authorized 
dealers for the supply of following Equipments to Various 
Departments of Government Medical College, Kozhikode. 


SI. 

Tender No. and 


No. 

Name of the Items 
with Approximate Cost 

Department 

1 

S1/13480/2013/MCC—Curved Cutter 

Surgical 


Stapler—1 No. Curved cutter Stapler 
reloads—5 Nos .—t 1,25,000 

Gastroenterology 

2 

S1/13481/2013/MCC—Minus 20 
Deep Freezer—2 Nos .—t 1,50,000 

Microbiology 

3 

S1/13482/2013/MCC—Non Invasive 
Ventilator—1 No .—^ 1,00,000 

Medicine 

4 

SI/13483/2013/MCC—Video 
Laryngoscope—1 No .—^ 2,00,000 

Anaesthesiology 


Cost of tender form : 


Original— ? 420. 

Duplicate— ? 210. 

By post— ? 470. 

Closing date and time of tender form by post— 
23-10-2013, 3 p. m. 

Closing date and time of sale of tender form— 

30- 10-2013, 3 p. m. 

Late date and time for receipt of tender— 

31- 10-2013,11 a. m. 

Date and time of opening of tender—31-10-2013, 
11.30 a. m. 

Date up to which the rates are to be firm—31-3-2014. 

Tender forms and details of tender can be had from 
the office of the Principal, Govt. Medical College, 
Kozhikode on payment of tender cost. Tender should be 
superscribed with tender number and addressed to the 
Principal, Govt. Medical College, Kozhikode. Belated 
tenders will not be accepted. Each tender should be 
submitted along with an agreement signed and executed 
in Kerala Stamp Paper worth ? 100 and EMD @ 1% of 
the total cost of items tendered for. Stamp Paper will be 
supplied to the firms outside Kerala on request along with 
remittance of ? 150 by Money Order in favour of 
Principal, Government Medical College, Kozhikode. 
Specimen copy of the agreement is annexed with the 
tender form. Rates should be quoted in Indian Rupees 
only. All the taxes applicable is to be clearly mentioned. 
Freight, insurance, loading, unloading, erection and 
commission charges and installation should be borne by 
the tenderer. Payment also will be made in Indian Rupees. 






The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheques, Drafts, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. The tender will be opened in the 
presence of the tenderers or their authorized 
respresentatives as scheduled. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost, if requested. 

3. Warranty: Minimum 2 years. 

4. AMC and CAMC: Mminimum 5 years. AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

(sajoiplocsoos offlaul<66)(o3 ocejoegsfloei ailailcD oileocn 
8313)1 eei<60 (3T5)<naaj,ao<s)> 8 J)oo<p njooaijcm gnJcft.8)6m63T3a3 
Qll8J)8)6mo 6)iiJ^J(m83)1cn Cr)1^l2(2108J)0<aOgl8S8CDl(SaD0 C3I3oa)1ca)^83) 
Qil83)8)6mc6O08)1a58cn1eafT)0 ffl2cooi.y8j)2o aosroooslcnioocniarsneijgg 
8j)jfflooQ) ra^'^ocruj<ft.a3 cftai6m1.yjo<6>oggjaDj. 


a^neiooru ooooiojo 

00001(3 goooiloioioijo o®<6)e3a3 

ODjeioijo 

(U)1njo^§jea(i§" 

1 00003.1/13480/2013/00 0. 00)1. 00)1. - 

<6)^ofnjo“ <0)§^ (TgO<^^-1 n06n3o 

<6)^(ii(U) <9)§a oloeiooDOO) — 

5 n061Tjo-? 1,25,000 

oru^sil <66)853 

cn^ooruotso- 

<i0(i^eoogs1 

2 o0OO).l/l348l/2O13/o0o.00)1.00)1. - 

ooaoooo) 20 (LulcojCrinloo)^— 

2 O06n;jo —^ 1,50,000 

O6)aC[.<9>0 

emsdsogsl 

3 o0OO).l/l3482/2O13/o0o.00)1.00)1.- 

c(D06n3 ffi(i3(iioo)1()j 6)(ii(i^1ceig(3— 

1 o06pjjo— ^ 1,00,000 

6)aoi)1oo)1(i3 

4 o0OO).l/l3483/2O13/<)0o.00)1.00)1.- 

(ulojuleoao eioo1cB)0(ruG<6jO<>j— 

1 ti06n)o— ^ 2,00,000 

(3Ta(n(ru(B83) 

{S<AI/|0gSl 


3(3<^ocru e<iO0O83ra)l6)ci^ oilei: 


(3T5CT^833-? 420. 

^ 210 . 

83)<iJOR33 QKPI —^ 470. 

8S)nJ0838 Oltfl O^'^OCTD GciDOOo ail(i53<60jaT) (3130100)00) 
8J)1C!a)8S)l0Q)2o Cn)ffl(X))OIJo-23-10-2013, 3 (216m1. 

sd'^om) Gcuoooo oiloScOOjonr) c3i30iorDOOD coiIcxdsjiIcsdjo 
orufflcniaijo— 30 - 10 - 2013 , 3 asm! 


ra^neiocru eielcsceoene araoioruoa) coiloa anlrajo 

oruffltxDoijo—31-10-2013, 11 ffleml. 

ra^neiooru kdjocOojot) coilcrDcoiloffijo nufflixxoijo—31-10-2013, 
11.30 ffloml 

oilei mlsfflOQoilffllcBojaT) (oilooxml—31-3-2014. 

o)l6nioru)n)<ajC/3 


1. 0)1^2120 83)0 011853 (T)l0T)Jgg OOcfenJJ 00 83) <6)0 (83)0085)) 

3(3r>eiooru1(so)06)SO(jjo oruffl^(jj1(s<66)6ne85)06no. 

2. (3T3)OIC«iO(jjSJOT)<vl<6)330 B^'^O OTUJ <6)0 8)03 00)103)0 

6)))JeiOll833 00 ) 00 ) 0 ) 0O)0ffll.W)1'9)W3 aJ8)lGa30U)0)0£»<66) 

oneu)cs))ffl0(B<8S)6ne83)06rD. 

3. oioosrel ))JJ8)JS3I3l<X!)85) -2 OI^oSlo. 

4. oio^o3d1<6) (3r3g<6)2gcjj6m1/oo)ffl(.o) oio^o3il<8) (3i3g<6)2g(jjsm1 

())J28)J63I3l(n)8n 5 OI^oSlo) O)l8)<06)J<6)C/3 6)0I(S(1J©0 OUJojIcjJI^I 

а) 1s<6fi)6ne83)06rD. C3i3)0ia3i6)affi)1a53 ouoodo) oo)om[.«il<6)gjs)s 

б) 83)OS)GT!3r5)SJ(jjl0D aT) 0)18)<66)J<6)(^ oJ8)1(XIGm1<6S)J0T)83)06n0. 

5. a203<6)ja 83)J<6) 0)853<6)20T)83)^. 

B^neiOOO) (B<mOOOIJo Ol1a3 30oa3 63I3gJo OaOJOl <66)853 
(B<6)0(Bg^ (3T3)oi0l 00)1853 (.nJ ^ 0JI3l1 ® d!) 8513) 016^30641). 

(GoDOenS: 0495 2350212). ? lOO-fflOg C<6)8)g aj(.3oJ(.85)8513)1853 
ODl(Oajl83) a083)^<6)(I))1eJ2gg 00)a283)oJC83)OIJo 010(^(38513) (3)J<e)(n)26)S 
1% 0)l8)(3)1.3OIiC8313)0SJo<9)JS1 (3)06)<P O) 8)3 <6)1 00)1 8)1 <66) JOT) 
Ga6)ei (pj 8513) jao (Dll a^'ieiooo) oua^crjl g< 66) ene 83)0 6 tt) . 
0O)o one0 0)8513)10) aIJ085I3)Jgg OUeO<iJ 0)631303 <66) ajt3oJ(,(3)o 
eie1<66)JOT)83)10) ? 150 a6m1C(X3)0(3ojL)a 0O)nrfl(3)o (,ojl0300)1ijj0a3, 
a)oi6n36)ao^'' 6)aojL)1<e6)o3 a<9)0eg^, c<6)0<plG<e6)0S-8 n®OT) 
oil 010 00) 8313)1(03 (3iaG<)J<6)ai1e<66)6ne(3)0 6TT). 0)1(3 83) CBOIJ, 

00)212(0)<)Jl.(3)8310)l6)0^ a0(0)^<6) 3(3nei00r0 G<iC 0O(310)1{03 (3130)j6mcru) 
aooQil ei)j^83iO)1§j6ng. 

oilei ^00)^03 8)2<)J(n)l033 e8)6)J6)ajSJ8313)1(X2)l8jlG<66)6ne83)06n). 
0)1<9)J83)1<6)gJo agjo 6)0Je()J6)0 nJO0a(3cralG<66)6n383)06n). OhSmS), 
ao3oiiioo3oo), <6)(n)g1o<66), (n)(.oo)oo3oa(.o)1<6)C/3 (runooil <66)853, 
<6)2ia1oii(i3 n®(m1 6)))jeioij<6)(^ 3(3neio(ruj<e)08)(i3 (ruioaio 
OInn1(B<66)6ng(3)06m. 83)J<6) 0D853<6)J(m83) g(13)J,(l3 8)2oJ0Q)1ei0C£»l8)1<66)JO. 

6)6)OI<6)1 eig1<96)J(m(3)Jo a(3)10Q)OCS3) 0)l8)(3)t30I^o, 00)2a(3)oJ(.(3)o, 
agj ra^'^000) 01.^01 (run<6)(^ o^omloi ojoei1<66)0(0i0)(3)jaod)) 
3^'ieiooo)j<6)03 aeigooj (3i3o1(n)1(jjjo <6)jso6)83) (3)6)00) (nl8)(ru1<66)j 
00)83)0511). a^'ieiooru Oonooo 6)6)<6)aogo eioJ^ooS aJosjgg(3)^. 

B^neiooru Conoo(3i0)l6)o§ oileKXDOcnil a6m1eQa)o^nju^ a<pl6)<6) 
aeigoomjo (rui1<9)8)1<6oj0fr)(3)m. 3(3neiooo) Canoo(3i0)l6)(ig 
(U)ij<)jlG<e6)g oilei (n(o3<e)1 oioearaooijonioioen). 3arieiooo)j<6)(;3 
aj<9)gl053 (ruj))j1(jjl^l8)1<66)j(m(3)j(.t^<6)08)o raa'ieiooo)j< 6 ) 08 ) 6 )(i§ec!Q)o 
(3i3oa)1<9).^(0) t<)J8n1(n1(ju1cQg6)se<i»o (ruoon)1^uj|83iO)1(o3 asijoseijorxoioeh). 






(3) 


Special Conditions 


No. S3-11657/2013/MCC. 21st August 2013. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers/authorized 
dealers for the supply of Glasswares, Petridishes Slides 
Cover Glass etc. to Various Departments of Government 
Medical College, Kozhikode. Tender forms and details of 
can be obtained from the Office of the Principal, 
Government Medical College, Kozhikode on payment of 
tender cost. Tender should be superscribed with Tender 
Number and addressed to the Principal, Govt. Medical 
College, Kozhikode . Belated tenders will not be accepted. 
Each tender should be submitted along with an agreement 
signed and executed in Kerala Stamp Paper worth ? 100 
and EMD @ 1% of the total cost of items tenderd for. 
Stamp Paper will be supplied to the firm outside Kerala, on 
request, along with remittance of ? 150 by Money Order 
in favour of Principal, Government Medical College, 
Kozhikode. Specimen copy of the agreement is annexed 
with the tender form. Rates should be quoted in Indian 
Rupees only. All the taxes applicable is to be clearly 
mentioned. Freight, Insurance, loading, imloading, erection 
and commission charges and installation should be home 
by the tenderer. Payment also will be made in Indian 
Rupees. 

SI. Tender No. and Name of 

No. the Items with Approximate Cost 

1 S3/11657/2013/MCC—Glasswares—? 5 Lakh 

2 S3/11656/2013/MCC—Petridishes, Cover Glasse 

and Test tubes—? 5 Lakh 

Cost of tender form: 

Original—? 1,050. 

Duplicate— ? 525. 

By Post —X 1,090. 

Closing date and time of sale of tender form by 
post—11-10-2013, 3 p.m. 

Closing date and time of sale of tender form— 

21- 10-2013, 3 p. m. 

Due date and time for receipt of tender— 

22- 10-2013, 11 a. m. 

Due date and time for opening of tender—22-10-2013, 
11.30 a. m. 

Date up to which rates are to be firm —31-3-2014. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. The tender will be opened in the presence 
of the tenderers or their authorised representatives, as 
scheduled. 


1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost, if request. 

3. Warranty: Minimum 2 years. 

4. AMC and CAMC, Minimum 5 years. AMC and 
CAMC (rate to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

e<e3 0<p1 c<6S)0S offlojol teacisS OAoagsloej ojIailcD 
oj1eoa)cmis)1e&j<6a oajQa)oj<ftiC/8, 

oacmoD RDjsearalajioj ailKDOsmo a^jji^jcmanlceioBO 

cn1(32ffiOOT)Oc66)g1(!53 cnlGcmo rairaojojas (aidocnlo&^Rj) QjlOTxasmoaffloolroS 
cnlcsoDO ainsruraoculnaJolKnajjfflooQ) 3af^ocrDj<e3a3 

caad6m1iq^a<ft.0S3inT)). 

3(3'ieJ0cru mcmojo acDailmfflmjo 
cncnj(3 n®cft.(S3aa Oiijejaijo 

1 ng)cru.3/l1657/2013/n®o. CTOl. (TUl-MOCrDfflajOQ)OJ<fl)a3- 

? 5 eicMdo 

2 n®anD.3/l1656/2013/n3)o. CTUl. CTUl.-OtOLSlnulnW, cft.OJ(3W0(rU, 

Qsm^ijenj KnjsefflBlofflOJ— ? 5 

3^'iejocro CoDooraTcnleng oilej: 

(aracmroS—? i,050. 

- X 525. 

cOToJoraS (U>p1 —^ 1,090. 

OTiciJoraS oupI 3^'^oard oilioScsejnT) cmaoj cruom 
(OTlotsajilQaijo crufflOQiaijo— 11 - 10 - 2013 , afflOJtSijcBorDfflo 3 aisml. 

3(3neJocrD GoDooo oiloStsajcm csraojcrDocn OTilofflcOTloaijo 
cruaoajQjjo— 21 - 10 - 2013 , oaoicfejecmao 3 asml. 

3^nejocru onoooo eielCoOfflene OToaicroocr) ajiloffionloffijo 
cruaoffioijo— 22 - 10 - 2013 , 11 asmi. 

3(3'^ocru OTijOcoajaT) railoo) otiIodjo cmmoffiojjo— 
22-10-2013 fflooilaei 11.30 asml 

3^'^0(ru cn1sffioc!Q)1ffl1c66)janD ot)“1oq)OT)1— 31 - 3 - 2014 . 

3(3'ieiocTU GoDoossngjo aj1aa30oaa633g2o offlojolflOffloS 
GtOjOcgsonoTcrulraS mlcrn cruadDraroi eiejifflosrn. 

(0495-2350212). ? loo-oog (SoOifflg fflj(.i3njL®>raira>lra8 cnloa/laj) 
fflo®),;,eft.00)1 eijgg crDi2i2ro)oj(.(!j)aijo 0100 ) 3 ( 313 ) (3)jcft.0Q)jffls 
1 % a)1fflc3)C3oii(B(3i3)0Sjo c9>js1 (3)0ffl<p cn(33c9>1(n)1ffl1<66)2onD (saaeiipj 
(3r3)jmocn)1 3ariejocro (rDfflaijj1(S<0S)6ngc3)06n). cn)ocrur]oa)(3r3)1(r)j 

aJ20(3i3)jgg cruoonJcnesBC/Sceo fflji.3njl(3)o eie1c8S)2aT)(3)1cn ? 150 
ffl6m1(BQQ)oacu)(3 cn)(ir)1(3)o tfd1a3cn)1(jjoc/3, oiojenSafflci^ offlODlcSOoS 
c<ft) 0 (sgs, (s<ft,o<p1(B<6S)os (igono oi1ejo(n)(3t3)1(33 c 3 i 3 Goj<eiad(s<e 6 ) 
6ne(3)06nD. CnlfflC3)C30Ji CrU(ZI2(3)oJL(3)(3I3)1ffln§ ffl0(3)^<9) 3a'^o(ru 
eaD0O(0T3)1(03 (OTacnjsnicnufflooQil (Siij^(3i3)1§26ng. 

oilei ^03)^03 020100)1(38 eo6)ja^S2(3T3)1cD)1o1(i<6S)6n§(3)0srn. 
cn1c9>2(3)1<a.g2o mg2o 0(ii(S(ijfflo oJ00fflaaDl(i<6ffl6ne(3)06n). ^sam, 
^ci3nauo(i3(n)) ca>oo)g 1 o< 6 a, oo)i.(T 3 )(n)Offl(.wi 1 < 9 >t '3 (tu£)0oi1c 06)(33, 
c 83 ( 2 ia 1 nii(i 3 og)onr )1 aoiei(ii2<e503 3 ^'ieiocn) 2 t 9 joa croiooio (iioo 1 (s<ss) 
6ne(3)06rn. (3)2<a> cr)(38(ft.2cm(!n ^ 03)^08 O2oja3)1eiooo)1o1(e6)2o. 








6)oajc83l ejel (SejoDccDjo actnlotsoco) cnlaccn(. boj^o, 
omaifflRDoJtcOTo, fflooj 3(3'iejocn) oj^oj cmo<fl)a3 ng)onDlaj 
nJoejItBootmmsnjfflOd!) 3^r>ejocruj<ft,c^ fflegoaoloon^jo cSjjsoa®) 
(!j)Oonr) CDlfflcrulceajoDcnosm. 3^r>ejocru oncooo aacSifflogo 
©njc^ooS aJosjgS(ij)a. 3a'^ocro goDoocaimlacig oflejoroocn)! 
ffl6TT)1(scD)o^aJDa awlacfe fflagocinojo cruj1<a>a1c8S)jcTDOT)a. 3^nejocro 
(Sn£iooaKj)lQo^ ODijcJleasag (ulej aDa3c9>1 ojosaraoajjaTxiaoem. 

croj .aaS (tnoatp cruj^ijl ajl a1 <6ajaDa)jC'^<fl>orao 
3^'iejocruj<6joaaage(!Q)o c3raoa)1<ft>^a) i,oJ®>Tfn1cDlQQ)jasG(X»o 
omoornfauiairolaS RajoasajoDOToem. 

(T)l6TU(TU)(D<ft.a3 

1. cr)1(3i2i20a)0<u1a3 onloDjgg aa<S)oJ2croa)cftio (aacDsn) 
3^nej3CTV)lGcr)oasOijjo cruffl(3(jj1e<6aaTg8j)oaT3. 

2. c3ra)ajaDj,a(jjsjonDnj<0iiio acanejoorujcfeoaaa otojctoo 
a^jjejnjIaS croocDon cruomi,«’T'ft'w3 njalsaaocDcncxKtBa 
ai1ea)tD)fflOGceaaTea)oan3. 

3. Qjooanel ^jjjajesBlQaxcn —2 cucSniio CDl^aucnDo. 

4. Qjo^oifltft) (3iag<ft.jg(jj6m1/crufflta) ajo^nifloa. (3irag<fl)jg(jjaDl 
(i3jjaj63Blc!Q)a) 5 oj^nado 0Dl(3snja\Do)cr)1a<6ajcej(/3 
aojGojao cru2i3JI(jj1^1a1e<6a6rBa)06rn. arajOjaa^afflanaS 
croocDcn (tdob Agjas aaaaaeraro sj(jjlon s'!) 
ODlatsajAaS ojalcnarflcsajaDOToaTi. 

5 . cnaBoBj^orDa)^. 

Office of the 

Government Medical College, (Sd.) 

Kozhikode. Principal. 

TENDER NOTICE 

No. Sl-3649/2012. 31st August 2013. 

Sealed tenders in the prescribed forms are invited for 
the supply of the following items to the Medical College, 
Hospital, Kozhikode. 


SI. Tender No. and Name of Items Cost of 

No. with Estimate Cost tender form 


1 

Sl/3649/13—Endoscopy Biopsy Forceps— 



? 2,40,000 

?550 

2 

S1/3663/13—Pneumatic Balloon Dilation 



Set—? 1,00,000 

?458 

3 

Sl/5356/13—To Provide central vacuum 
Unit in the Plastic Surgery Ward— 



? 99,000 

?458 

4 

S1/6831/13—^Blood Collection Materials— 



? 58,250 

?458 

5 

Sl/7671/13—Interventional Cardiology 
Clinical Data Management and Reporting 



Software—^? 1,90,000 

?458 

6 

S1/6837/13—Infra Red Thermometer 



(14 Nos.)—? 56,000 

?458 


Tender Cost—? 7,43,250. 
E. M. D.—1%. 


Superscription tender number should be specifically 
noted. 

Last date and time for close of sale of tender forms— 

17- 10-2013, 3 p. m. 

Date and time for receipt of tender — 

18- 10-2013, 5 p. m. 

Date and time for opening of tender —19-10-2013, 
12 noon. 

Date upto which the rates are to be firm— 
31-1-2014. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Kozhikode. 

G<9)0<plGc9aos aacuilcaaaS G<9)0Gg^ aTajaajnJtwiloQilGeJcaa 
a)oa<p oJOQajoT) 0000)0)63303 ooaacjj aiiJ(5/joT)a)1oo ofloaula) 
GciD0oaa)1a3 oo1a3 aiijoroa) aseneojcejoS cMdeml^j 
a<ft.oggjoT)j. 

icBim QssnsS ooomajo asere^ 

oooua ooouoooeBugjas ojlajamjo Gcioooai!»1ao^ 


aiasffiiaS a)j<6jQ3)jo oflej 


1 (10(331/3649/13-(i0a(3eCU)OCrUCc0iO(jj1 GIUGOffiOnJCrul 

(BciDOcSacrunJcro—? 2 , 40,000 

? 550 

2 (10(331/3663/13—aDj, 2 fflog 1 c& auejj6n3 (uxuieeioiKiS 

aorog— ? 1 , 00,000 

? 458 

3 (10(331/5356/13-cjJOCTglefe (n)(3so1 (110^(001(03 

a(3)(i3i.S(o3 ojOceiJo oaijemlg (nioO(iJ1c6a(o3— 

? 99,000 

? 458 

4 (10(331/6831/13—a^(U3 e0ig(fe(iii(i3 aag1ffl1(n)(o3— 

? 58,250 

? 458 

5 (10(301/7671/13-S(1^^a(lJ(l3(lMD(03 caj0^(U)1(l<B)0g^1 

cfelcnlceaiaS (ooogo aoeiusaiaa^ (3i3)n^ o1C(jjo(3§1oai 
GaruOdOgaoKH)^—^? 1 , 90,000 

? 458 

6 (10(331/6837/13—a(i3cci£ioao(U3 a(0)aGaom1g^ 

14 (i06n;^o —t 56,000 

? 458 


as6ne(3 araoaosceajoT) <fl>ajo1o)jfflj<ejg1a3 as6ns(3 ooou^ 
aJi<sa)fflooQ)1 <fl)06m1^1alG<6a6nsa)06no. 
aiase>a3 a)2c63— ? 7 , 43 , 250 . 

OOloa)C3QJio— 1 %. 

asens^ gcidooo ojIaScoajoT) araojouoo) a)”l(!Q)a)1cn)jo 
oumoaxujo— 17 - 10 - 2011 , aaaJtOjjGonao 3 ffleml. 

as6ne(3 <a>1c§Gn3 aiaojouoo) ailoaailciDjo oofflosajjo— 
18-10-2013, 5 aenol. 

asene^ cnjOooajoT) rail 0 ®(3)1 ooijo aruffloffiojjo— 19 - 10 - 2013 , 
g^QoSaoa 12 ffi6ml 

as6rt3o1(o3 oJoodjot) o)1o<6a2<a>a3 [.f>J06m&jj|(3i3)1ejlolG<ea6rt3 
raiaojcruooo (3)1(!Q)(3)1— 31 - 1 - 2014 . 

asene^ Snnooo <fl)1§jor)(0)1o)jo aijolajl^ raracxxoffiCcoaens 
(3)ji2io(X3) GfflcsSojIejoooo—ooj(.oJ6ns, aaiojolflOacoS G<9)0Cg^ 
c3ra)aajaJt(3)1, GAOiplGcoaos. 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 









TENDER NOTICE 


Special Conditions 


No. S4/11576/2013/MCC. 11th September 2013. 

Sealed and competitive tenders in prescribed form 
are invited from the manufacturers/authorized dealers for 
the supply of Books to the department of Central Library, 
Medical College, Kozhikode. 

Tender forms and details of tender can be had from 
the Office of the Principal, Medical College, Calicut during 
working hours (Phone: 0495-2350212). Tender should be 
superscribed with Tender Number as specified below. The 
tender should be submitted along with an agreement 
executed in Kerala Stamp Paper worth ? 100 and Earnest 
Money Deposit @ 1% of quoted price. Stamp Paper will 
be supplied to the firms outside Kerala, on request, along 
with remittance of ? 150 (? 100 towards the cost of 
Stamp Paper and ? 50 as incidental charge) by Money 
Order taken in favour of Principal, Medical College, Calicut. 
Specimen copy of the agreement is annexed with the 
tender form. 

Rates should be quoted in Indian Rupees only. All 
the taxes applicable is to be clearly mentioned. Freight, 
insurance, loading, unloading, erection and commission 
charges and installation should be borne by the tenderer. 
Payment also will be made in Indian Rupees. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. 

The tender will be opened as detailed below. Belated 
tenders will not be accepted. 

Superscription—Tender No. S4/11576/13/MCC for the 
supply of Books to the Department of Central Library. 

Estimated cost— ? 1,65,000. 

Cost of tender form— ? 400. 

Cost of tender form by post—? 440. 

Last date of sale of tender form by post — 
6-11-2013. 

Last date and time of sale of tender form— 
11-11-2013, 3.30 p. m. 

Due date and time for receipt of tender—12-11-2013, 
11 a. m. 

Date and time for opening of tender—12-11-2013, 
11.30 a. m. 

Date upto which the rates are to be firm—31-3-2014. 

Persons to be addressed for buying and submitting 
tender form—Principal, Medical College, Kozhikode, Kerala, 
India, Pin-673 602. 


1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. Warranty—^minimum 2 years. 

4. AMC and CAMC—minimum 5 years. AMC and 
CAMC rate (to be mentioned seperately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

ece)0!Pl(S<6S)0S nmojolceacisS Gcfeocg^lfflei 6)cmcT8csro3 
6)6)eit6nio1 aileoax!5rij)l(Bei<ea ajjcru«5)<6363i3a3 oilcmraemo 
arxinlGeiteo cnlcSizmosnotBoglssS cbiffiono raraaiffljffls cairaocnla)^®) 
(i]1«5xa6mc06)oc3l«53 cblccmo ajcraoi^OTijo ffltorufflouiln^oldnaijaooQ) 
3^<^ocruj<ft.c/3 <ftfli6m1iq)6)<9iassinT)). 

raatieiocrD Cciooooijo ojlaaeooooeangjo S)fflau1<66)(33 Ocaoegs 
(aidjciolcrolraS eie^moem (0495 2350212). 

? 100-6)0^ (jceiOg mlaailaj) ao(CTn<a.0Q)l£ii33 

crua2(ij)oJt8J)oijo oiocnacora) roijtOjOQijes 1% cnlfflOTitoai^GtOTOiosjo 
oOjJsI (!J) 06 )<p cnisScftnoQilalceffljafT) caaenpjraisijaooofl o(3neiocru 
crua^(jj1Cc06)6nero)O6Th. aruooruDocntOTinlm nJioigrsnas (raooojm 
esnaSse ajt3nJt®>o eielteojanoOTilm ? 150 asmlecsDo^ajocS 
cruno1(!j)o tf>J1a8cru1^oc/3, aaoulcOSKoS e<a>ocg^, Go930ip1e<as)os-8 
ng)OT) mleiooruOTKDlraa cgi3GoJcMdlG<66)6ne(!j)osm. cnlfflOTitooi^ 
cruaaOTiciJCflJiraiibloo^ aocm^oOj ra^'^ocru GoDoomilroS (aracnjGnicnu 
aodsl GiiJ^(OT!S)l§j6ne. 

oilei ^03)^03 ajoJOffilraS Gaajffl(jjsj(OT!S)1(n)1ffllG<s6)6nea5)06rb. 
crn<ft.2a)1<9)gjo aojo aojGojfflo ojaoa^calGtaasnsaioerb. (fesaim, 
^a3niiJoa3(ru, <0j(n)g1o<9a, (X3)ca3)crooai.a)1<6jC/3 cruoooilceaaS, 
c&aalniiaa n^cml o^jeiaijcejoS ra^neiocmjajoacia ctojcdo 
(U cmlCteaeneaiosm. a)jc9> cnaSAjcma) ^03)^03 ajoJOfflleiooffiTalaOffljo. 

fflooiail eielceffljomaijo aroiloffioco) mlaanpaijio, cruaaoinJtaio, 
agj 3^'^ocrd oi^oi(run<9)03 <ia)(m1oi nJoei1<06)oai3)OT)jao(ij) 
3(3'^ocmj<9)a3 aogoaj raraolcnilajjo ,3,^sos)(m aiaom cr)lacn51<0S)j 
cmaioem. B^neiocru Gnoooo fflo<9>aogo Oiij<^oa3 njosjggaim. 
B^neiocru G<iDOO(3r3)1©n^ ail&KSDOoon aarflGciDo^aucS aiplOtB) 
aagocmjo (rui1<9)a1<6S)jaT)aim. 8(3fieiocrd G<iO0oai3)1ffln^ 
OD^ji^lGcaag oilei maSo&l oioegBoaijcmaioem. 8^neiocro2<9>o3 
(3)0ffl<p crujojl(jj1^1a1<9S)jaT)OT)j(.oJ<i9)Oao 8^neiocrDj<e)Oaffln^GOQ)o 

c3T3oa)1<9>^(3) i.nJ®i1iE)1cJL)1<xj)josGOQ)o croocml 130^ aioilaS 
aijoceffljcmaioerb. 

Gaoeiipjsjrd)—a^neiocm cnmi^ ng)aru.4/ii576/20i3/<ia)o.cn51.cru1. 
o(rua3(.s«53 aoeitsmol oileooiaroilGei<66) ojjcrucoice)63803 
(iilaiaemo aoj^jcmailGeiceffl. 

C3ias©)a3a>2<9)—^ i,65,ooo. 

cn1a(3)i.8ai^o—i % 

B^neiOCru Gn£10O(3I3)lffla§ Ollei —? 400. 

B^'ieiocru GnD0O63B03 ainJoaS oupI m1a3<96)jaT) 
araoicruom ailoffiail—6-11-2013. 

B^'ieiocru G<i80O63B(^ Gcnall ai1a3<96)jcm araoicroocn 
ailoaiailoaijo cruacmaijo—11-11-2013, 3.30 aeml. 


raaf^ocrujcftiC/S croj 1 <ft,ffl 1 < 66 ) 2 Cinr) OTOtucruoaD (otIoqxotIojo 
cruaasojjo—12-11-2013, 11 aiGml. 

rad'^ocnijAC/a OTijOteajoD OTilomoiloffijo oruiacrDajjo— 
12-11-2013, 11.30 ffierrn. 

ra^'^ocru GnDooo eielcBojanDcijilcnjo croffl^ajltOffljaDKnl 
ODjajgg cgoraSojIejocruo (.tvnci3crDl(jjoa3, Ccaosnccooos afflojoltSSKoS 
(SaOjOCg^, Ccft,0(PlCcS6)0S-8. 

crnsnjcra)cn<9)(/3 


1. CDl(3i2i2io«j)oajl(33 ODlonDjgg 6)©(fijnJj(ruOT)<Sjo (roxrxm) 
8^r>ejocrulG(D06)S3cjjo cruffl(3(jjlG<66)6ng(!j)osrn. 

2. carajajaa^ettjsjamaJteAio ra^'^ocroj.ftioaaa crujoroio 
OijjejajItoS croocjocn cruoatcoltftic^ nJolGoaocDcnotSceffl 
ml e CD 03) a 0 G (66) sng (!5) 0 sm. 

3. mooenel—njjajesraloQXOT 2 m^oHo. 

4. mo^nii 1 < 9 ) orag cOjJ g nj 6 iDl/oruffli,u 5 mo( 3 oii 1 <a> 
c3iag<6jjg(jjGTTn (iijjojeaBloQXOT 5 m^nUo) crnffltoajcaaa 
fflmGojfflo cru 2 iijl(jjl^ 1 olG< 6 S) 6 iTe(!j) 0 sm. carajmoD^eaanoS 
oruocDCD CTDom(,«5T<fl>§J®s oojioosTtmnsjcjjlaD 
aDlffl<66)j<6iC/3 oJolcDeiDltsajonDroiosm. 

5 . ffljciacOjjcS CD(o3<6jjanDOT)m. 

Office of the Principal, 

Medical College, (Sd.) 

Kozhikode. Principal. 

TENDER EXTENSION NOTICES 

( 1 ) 

No. S2-7876/2013/MCC. 26th August 2013. 

Sealed competitive tenders in the prescribed form 
are invited from the manufacturers or authorized dealers 
for the supply of Discs & Kits for Microbiology 
Department, Government Medical College, Kozhikode. The 
tender forms and details of tender can be obtained from 
the Office of the Principal, Medical College, Kozhikode on 
payment of tender cost. Tender should be superscribed 
with tender Number and addressed to the Principal, 
Government Medical College, Kozhikode. Belated tenders 
will not be accepted. 

SI. Tender No. Name of Items with 

No. Approximate cost 

1 S2/7885/2013/MCC Molecular Kits for 

Viral infection 
Test —? 2,99,000 

2 S2/7886/2013/MCC Molecular Kits for 

Tuber closes test— 
? 3,44,000 


Cost of tender form : 

Original—? 612 for SI. No.l and 832 for 
SI. No. 2 

By post—? 662 for SI. No.l and ? 882 for 
SI. No. 2. 

Duplicate—? 306 for SI. No. 1 and ? 416 for 
SI. No. 2. 

Closing of sale of tender form by post— 5-10-2013 
3.30 p. m. 

Closing of sale of tender form—9-10-2013 
3 p. m. 

Due date and time for receipt of tender form — 
10-10-2013, 11 a. m. 

Due date and time of opening of tender — 
10-10-2013, 11.30 a. m 

Date up to which rates are to be firm—31-3-2014. 

Each Tender should be submitted along with an 
agreement signed and executed in Kerala Stamp Paper 
worth ? 100 (Rupees One hundred only) and Earnest 
Money Depost @ 1% of quoted price. Stamp paper will be 
supplied to the firm outside Kerala, on request along with 
remittance of ? 150 (Rupees One hundred and fifty only) 
Rupees 100 towards the cost of Stamp paper and ? 50 as 
incidental charge by Money order in favour of Principal, 
Government Medical College, Calicut. Specimen copy of 
the agreement is annexed with the tender form. Rates 
should be quoted in Indian Rupees only. All the taxes 
applicable is to be clearly mentioned. Freight, insurance, 
loading unloading, erection and commission charges and 
installation should be by the tenderer. 

The tender without required Earnest Money Deposit 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Duplicate copy 
of tender form is not obtained on payment of cost. The 
tenders will be opened in the presence of tenders or their 
authorized representatives as scheduled. 

Demonstration, if required should be provided by the 
firm at their on expense. Further details can be had from 
the Office of the Principal, Govt Medical College, 
Kozhikode during working hours. 

Special Conditions 

1. The brochure issued by the manufacturer in original 

should be attached. 

2. The firm should be arranged demonstration at his 

own cost, if request. 

3. Warranty : minimum 2 years. 

4. AMC and CAMC: minimum 5 years. AMC and CAMC 

(rate to be mentioned separately) will be considered 

for selection if necessary. 

5. No advance payment will be made. 






crnGTUcra)(Dcft.c/3 


(S<a>o>p1c<a6)OS 6)(2icu51t6fi)(o3 caioegslnej O6)i2ic[cft.36nj(s(x»og^1 
QjleocntmmlcseJtBO (!5)06)S> ojocrojcm tftTIgjtftigjo aDl(ruces)jcft>gjo 
Qj1(iS)ffl6TDo 6)ijJ(3ijaD(!j)1eejces) cnl^aiaoanotBoglroSnDlccmo 
raiaojojos caraocwlai^OT) njIcmfflernteeoraltoScnlGonDO ajcraocu^ccnjo 
ffldjruooann^dlOTWujmooQ) 0^'^ocn)jce)C/3 c0*i6TTn^jo<93OggjaDj. 


I.<e3ffl 3(3neiocru cnem^ 

^ODOJlaJCDOJ^O 

cnem^ 

o^cBsCBGaO QiiJ&JaJ^o 

1 ci®CrU.2/7885/2013 

000. cml. cml. 

Cffl0g1c93j|jei(3 c83lg 
6)6)0108)8 


®ci3o£ic03iici3cm1ci) 00161131 


? 2,99,000 

2 o®(rU.2/7886/2013 

O0O. cml. cml. 

Gfflog1c93j|jei(3 c83lg 

sj,26nia 

Gr^ocmlcTD 6)S(Tg1cnjcoi6rie1 

? 3,44,000 


ra^i^ocru an£ioo(ais)l6)a§ oflej : 

caracrucoS—i-fn ? 612, i.tftii2cnau(3 2-cn ? 832. 
cOTciJotaS njipl—i.<i^®cncnj(3 i-cn 662, i.<9>fflfT)CTU^ 2-00 ? 882. 

1-fn ? 306, t<ft>l2CnCnj^ 2-cn ? 416. 
85)01008 cu>p 1 ra^nejocru csoioooo ciilo3oJcnoQ)jos oracncmocn 
OTiloasnloffijo crufflOfficnjo—5-10-2013, 3 asml 

racS'^ocru GoCooo cij1o3<6S)2onr) raraojcroocn o)1(x»85)1qq)Jo 
cruffloacnjo—9-10-2013, 3.30 aienol. 

s^neiocno GoCooo ejelG<96)6ne o)loQ)a5)1<33)jo crumoacnjo— 

10-10-2013 fflOOllffl&J 11 fflsml 

radfiejocro o)jo<6S)jafn asiloo) oilomjo croia Offlcnjo— 
10-10-2013, 11.30 aienol. 

(ulej cnlsffloasIsilcBajanr) cotIooxotI— 31-3-2014. 
raa'^OCTD CoDOOClJJo CUlaa30oa0S3I3gJo 6)fflCU5l<e6)C03 
G<9)0Gg^ (3r8)o£i1(rulo8 cnionojo cruffloassiOT ejej,ffl06no. 

(0495 2350212). ? 100-6)0^ C<ft,8)g 12JL^oltO)850)108 CnloailO) 
I20O)^c9>0Q)1 ejjgg cru 122 85)011.85)01 Jo 0100)3850) 85) J cBj 00) J O S 
1% Cn1O85)C3O1iG85O)0SJo tfejsl ffljcft,gl858 Cn858c9jlQ0)1a)1<e6)JCn) 
G[26)&is>ja5O)ji20Q0)1 3a'^ocrD cn5a^o|le<s6)6re85)06no. cruocruoocn 
00)1(1) 01)0850)133 cruDOoicnesBoScBO fflji.<3'^t®)o eie1c8S)jcn)85)1cn 
? 150 fflsmlG0Q)o^cu)(3 cn)or)l85)o (.nJlfT3cn)1ojoa3, cnoienSofflci^" 
oacu)1t6fi)858 G<9)0Cg^, c<e30>plG<6fi)os-8 og)cm oileiocm850)1o8 
oraGoic6Ai1c<9S)6ne 85)0 611). cnlooicooi.^ cmaiffloioi(.85)00)16)0^ 
ffl085).^cfti od'^ocm Go£i0085O)l858 (3racnj6nicru5fflooQ)1 eoi(3850)1§j6ng. 

Ollei ®CO)J|Cl3 OJoJOQ)l858 a8)6)J6)ojSJ850)10C»l8)lG<66)611385)0611). 
a)1(ft)J85)1<ft>gJo agjo 6)Oie()JCO o100l2^(OlG<66)611385)06n). c03S85rCD, 

a(i3oiiioci3crD, cfeaDolOceffl, OQ)i.'™f'rooi2C«5lcej(^ cm£iOoj1<e6)858, 
cft,2i2loiici3 o^cml 6)oieioij<93C(3 o^'^ocmjo&o^ cmiooio oior)1c<96) 
611385)0611). 85)J<fti CnoStSiJCmcOT ®CO)J,Cl8 OJo10Q)1eiOOQ)1o1<66)Jo. 

6)6)O1c0j 1 eie1ce6)JC1D85)Jo fflOllOQIOOO) Cnl8)85)t301J,o, cm(2285)o1t85)o 
fflO 3(3neiOCrO O1.^O1CrUi0<9)C;3 O^jcmloi o10ei1c66)0850)85)JI20(!Q) 
o^'ieiocmj.ejC/B ffl6)gooo1(ij)1ojjo <ejjso6)85) 85)6)cin cn1o(m1<66)j 

cn)85)06n). 3^'^ocm OoOOOo 6)6)c9>fflOgo 6 )oI(^OC 13 o10SJ3385)a. 
3^r>ei0cru (BoO00850)16)0^ oileiCD)000)1 l26n)lGQ0)O(3cU)^ 63 >p1o< 9> 
ffl6)gocinjo cmi1cajOl<s6)jcin85)^. 3^'^ocm eniooo850)l6)ci§ 
cu)ijgj1c<66)g oilei cdoSaI oio63Booijcin85)06n). ocatieiocmjcajcia 
fflJ<6jgl858 Cm2i3j1ttj1^1o1c86)JCn)(.a1<6jOOo 3ariei0(mj<ft,0O6)Clge(!Q)0 
ora ocn left ^85) C'^®)1cn1cDloQ)j6)SGOQ)o cm ocml (31)^850)108 

85)JO(a6)JCn)85)0611). 


1. cni ^212 0 85)0 oil o8 cnicmjgg 6)6)cftinJJCm85)t9jO 85)CD8)) 
3^'iei0Cml6)Cn0ijJo (mffla(jjlGc86)611385)06n). 

2. C3ia)01COi6)(jjSJC1DrJ<Sildo O^t^O Cmj c9j 0 0Cl3 CmiCO)o 

6)ijjeioil853 cmocDcncmoffl(.w)T<9=c/3 aicalecoocDcnofficOO 

oi1eci)OQ)aoc<s6)6n385)06ii). 

3. 010061131 iiJJ8)J6m3lQ0)85) 2 O1(3o3do Cn1(361)1C1U>o. 

4. oio^nadlcfti (3iag<6jjgoJ6iDl (mai.w)oioaoai1<ej raiaga>jg,jj6iDl 
(ijJJ8)J603100)85) 5 Ol^nUo Cn1^6niC1U>o) Cnl8)ce6)J<9>a3 
6)01GC)J6)0 (m2iil1(jjlGc06) 6113 85)0 611). (30)01(0^,6)2 893108 
cmocncn (moffli.<^1<fl3gj6)s 6)85)06)6OO)Sjcjj1ci) go) 
cn1e)c06)jca3a3 ojo1a)6n)1c96)jcm85)06n). 

5. ffljci3c932(3 85)j<e3 cn858<a3jcin85)a. 

( 2 ) 

No. S2/9025/2013/MCC. 10th September 2013. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorized dealers 
for the supply of Equipments for various Departments, 
Government Medical College, Kozhikode.The tender forms 
and details can be obtained from the Office of the 
Principal, Government Medical College, Kozhikode on 
payment of tender cost. Tenders should be susperscribed 
with tender No. and addressed to the Principal, 
Government Medical College, Kozhikode. Belated tenders 
will not be accepted. 


SI. Tender No. and Name of item 

No. with Approximate Cost 

Department 

1 S2/9025/2013/MCC—Pocket Dosimeter 
(2 Nos.)—? 2 lakh 

Radio¬ 

therapy 

2 S2/9029/2013/MCC—Patient Shifting 
Roller (4 Nos.)—? 40,000 

Anaesthe¬ 

siology 

Cost of tender form: 


Original—? 416 for SI. No. 1 
SI. No. 2. 

and ? 312 for 

Duplicate—? 208 for SI. No. 1 
SI. No. 2. 

and ? 156 for 

By post—? 466 for SI. No. 1 
SI. No. 2. 

and ? 362 for 

Closing date and time of sale of tender form by 
post —4-10-2013, 3 p.m. 

Closing date and time of sale of tender form— 
10-10-2013, 3 p. m. 

Last date and time for receipt of tender—11-10-2013, 
11 a. m. 

Date and time of opening of tender 
11.30 a. m. 

-11-10-2013, 

Date up to which the rates are 
31-3-2014. 

to be firm— 









Each tender should be submitted along with an 
agreement executed in Kerala Stamp Paper worth ? 100 
and Earnest Money Deposit @ 1% of the total cost of 
the items tendered for. Stamp paper will be supplied to 
the firm outside Kerala on request along with remittance 
of ? 150 by money order in favour of Principal, 
Government Medical College, Kozhikode. Specimen copy of 
the tender is annexed with the tender form. Rates should 
be quoted in Indian Rupees only. All the taxes applicable 
is to be clearly mentioned. Freight, insurance, loading, 
unloading, erection and commission charges and 
installation charges should be borne by the tenderer. 
Payment also will be made in Indian Rupees. 

The tender without required Earnest Money 
Deposit, agreement and not satisfying other tender 
conditions are liable to be rejected without further notice. 
Duplicate copy of tender form can be obtained on 
payment of cost. The tender will be opened in the 
presence of the tenderers or their authorized 
representatives as scheduled. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his own 
cost, if requested. 

3. Warranty—Minimum 2 years. 

4. AMC and CAMC—Minimum 5 years. AMC and 
CAMC (rate to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

(Sca)0<p1Cc6aos cnoisnaomo^ offlaulteoraa Ccaiocg^loei oiloilo) 
ajleou)63T3glGejc6a anooip aJOQaijcm gnJo&fflGmeanc/S ailroifflemo 
o ijj JOT) 85)1 cn cniai2iffl0(i5)0<e6)§l853 cniGcmo caiacnojos 
c3iaocn1<fe^8S) ajl8S)ffl6mc6aoc3l853 cniacmo aiGsmoosI 

cra£iocn85iCT)l£Jiaa85)5fflog3) o^neJocrujcajoS caiai6m1^j6)<630ggjanDj. 

icB,m 3^'^ocrD cnouojo smailajffloijo 

cncm(3 o®<93eaaa Oiiiejaijo 

1 aa)cru2/9025/20i3/n3)o. OTuI .CTul.—eojo<e6)g <6jpcT3cru^ 

Gsoorul algd (2 —? 2 eiceiiio oileocno 

2 (100152/9029/2013/000. OOl. OUl-GoJciH^O^'' C3iaO)OUC(!J) 

nadcioglocn Goog^ (4 (i06r!;)o )—? 40,000 C(iii_||0g^1 

acSoeiocru eooooasimloog ml&J: 

(9550^853 1-10 ? 416, (.<91^10001^ 

2-Cn ? 312. 

(11(63^(11 (.tSiafOOUca l-OD ? 208, (.<91^10001^ 

2-Cn ? 156. 

85)(iJ0853aj>p1—(.t9>amam(3 i-nf ? 466, (.<9>fflO)ou^ 
2-Cn ? 362. 


3(3oeJOOU G(iO0O63I3C/3 85)(iJ 08S8 QJIPI ajIraSoJOD 8J)l0J0n 
caiaojoruom 8S)1(X3)aj)l(X3)jo cruacmojjo—4-10-2013 6)QaJca>jGaD8)o 
3 asml 

a^fiejocn) GooooesBC^ oil 853 <96) j an aramonom 
a55lcD)855loQ)2o croffloffiojjo—10-10-2013, 3 aeml. 

a^oejocrujtBiC^ melG<96)6Tie raraojaruom 85)1(n)OTilmijo 
OUfflOaiQJJo-11-10-2013, 11 ffl6m1. 

3^oejooru2o9,c/3 85)J0<9S)J0T) 85)1(33) 85)100) Jo Cn5fflOQ)(UJo- 

11-10-2013 oodileiej 11.30 aeml. 

(lilei ODl^fflOQQ)l8)lGt96)6ne 85)100)85)1-31-3-2014. 

a^fiejocrd OoDooeangjo ajlc^iraoooaemagjo oanjDl<96)853 
CcSiOCgS (3T3)<ir)1cn5l853cn1onDJo (.oJm(383TI5)1(n5mOO)85I!55 ej(§^ffl06nD 
(Gn£106n3: 0495 2350212). ? 100-6)0^ C<6i8)g fflJl.f3ciJC«5)raii5)lR53 
m1(3ajl85) ffl085)^<9i00)1ejjgg crui22)85)<iJca5)njjo njO(^385r!5) (DijcOiOoijeis 
1% (5)18)85) era nJiG85K5)OSJo<a)JS1 ffljc63gl853 Cn853ce3l0O)l8)1c96)jafr) 
(Bffl6)ej<pj83Ti5)jfflooo)1 B^oeiocru cruffla(^1e<06)6n3a55O6n). crDocrucocn 
83T!5)1CT) (iJJ085r!5)Jgg CrU£)0<iJCn63T3a3<9a fflJtI3oJ1.85)o eje1<66)J(TD85)1C1) 
? 150 ffi6mlG(X))oacu)(3 oruorilcoio LajIcrSarulcjjoi^, cnnieriasian^'' 
efflCU)1ce6)853 GcOiOCgrf, G<9>0ip1e<96)0S (i0Cm oileiOcm8353)1853 
c3iaerij<0i3d1c<96)65iea5)O6rn. cnlocoitaoj^ cmi2(2)855riJC8S)83i3)1oo§ 
fflO85)J,c03 BcSoeJOCrU G oO O O 8313)18)3 raia CD J 61)1(5X0 0 0 00)1 
GiiJ^85r3)1§J6ng. 

Ollej ^(535^(53 020100)1(33 G06)J6)ojS28313)l00)l0lG<96)G55S85)0651). 
(r)1<9i285)1<a>g2o agjo 6)0IG()J6)0 oJOOa(3(OlGc06)555S85)O655). cBiSOTKn, 
g(53oiuo(53(ro, eft)03)010<665, oo)t(i3)(moai.<h1e9>a3 (moooil<96)853, 
<ft,aa1oiici3 o0(m1 6)ojej mj<9ia3 8(3oejo cmj <ft,o^ (mj03)o 

OJorilG<06)6ne83)O655). 85)2<9i (5)(33.9>2(m(OT ^(I3)/)(53 02oJ0(»1eJ0Q3)l0l<96)2o. 

6)6)OJ<9i1 ejg1<06)2(m(3)2o 0(3)100)0a3) (5)1085)t30Jio, (m(Za85)oJt85)0, 
agj 3a<^0(rD ojj,oj(m£3<ft.a3 o0cm1oj oJoei1<96)085i3)85)2aoQ3) 

3^nGJ0Cmj<ft)C^ 06)0002 ra530lOO)1oJ2o <fti2S06)85) 8556)(55) (nl0(m1<96)2 
05)85)0655). B^'ieJOCrU GoOOOo 6)6)<93a0go 6 )oI^O( 53 oJOS2gg85)^. 

a^nejooru Goi300(3r3)l6)(i§ oflejcmoaoil a6mlG(X))0(3(U5a a<pl6)<a> 

06)00(55)20 (mj1<ft.o1<96)2(ma5)m. 3(3nejo(rd g ooo0(353)15)(i§ 

(U5i2ojl8<9S)g nilm (n(33<9>1 oj063rao(U2C5T)85)065i). 3aneJ0(m2<9ia3 
a2<ftig1(33 (m2oil(ojl^1o1<96)2(m(3)2(.oJ<9iOOo 3a'ieJO(m2<ft.oo6)(i§G03)o 
(35aoCn1<ft^(3) 1.01(3)1 cni 0)100)2 GSGQ3)0 cm005)1(302, 8353)1853 

85)2O<96)2OT)85)06513. 

(nl6))j(ru)a)<9)(33 

1 . 0)1^020 83)0 011853 (Dlcmjgg 6)6)<9ioJ2 0)5 85)<9io ((3)0)83)) 
3(3fiejo(ml6)(DOojo (ma^<ojlG<96)6ne83)065i). 

2. aiajojco^oojsjcmojeftiio 3(3'^o cmj<9i00(i3 cmioroo 
6)0101011(33 (mOCUO) cm00 (.(3)1 <9ic/3 <iJOlGa30CUO)0(»<86) 
OjlGCI)00)a0G<96)6rE8350655). 

3. OJ0O65131 uJJOjeSBlOOIdn 2 OI(3<illo (n1(361)J(1XDo. 

4. ojo^nalleft) (353g<9i2g<jj6m1, emacen oio^<iad1<93 (g53g<9i2g(jj6m1 

(<13202633100)85) 5 Ol^naio 0)1 (365)1 (1X0 o) 0)10 <96)2 <9. C/3 

6)0JGC)J6)0 (m2.aj1(jjlGc96)6n§83)0651). (353)OJCO^6)0ffi3l853 CmOCUO) 
(m0Ol.Cn1<9ig26)S 5)(3)0 6)65353) SJijjlO) (5)10<96)2<9i(/3 

<iJo1c/)6m1<66)2OT)(3)06rn. 

5. a2(i3<9i2(3 85)2<9i 0)c33<fti2(5T)83)m. 






(3) 


Date upto which the rates are to be firm—31-3-2014. 


No. S4/9673/2013/MCC. 11th September 2013. 

Sealed and competitive tenders in prescribed form 
are invited from the manufacturers or authorized dealers 
for the supply of Blade for BP Knife No. 21 (100 packet) 
to the department of Forensic Medicine, Government 
Medical College, Kozhikode, Kerala, India as detailed below. 

Tender forms and details of tender can be had from 
the Office of the Principal, Government Medical College, 
Kozhikode during working hours (Phone: 0495-2350212). 
Tender should be superscribed with Tender Number as 
specified below. The tender should be submitted along 
with an agreement signed and executed in Kerala Stamp 
Paper worth ? 100 (Rupees one hunderd only) and Earnest 
Money Deposit @ 1% of quoted price. Stamp Paper will 
be supplied to the firms outside Kerala, on request, along 
with remittance of ? 150 (Rupees one hunderd and fifty 
only) (? 100 towards the cost of Stamp Paper and ? 50 
as incidental charges) by Money Order taken in favour of 
Principal, Government Medical College, Kozhikode. 
Specimen copy of the agreement is annexed with the 
tender form. 

Rates should be quoted in Indian Rupees only. All 
the taxes applicable is to be clearly mentioned. Freight, 
insurance, loading, unloading, erection and commission 
charges and installation should be borne by the tenderer. 
Payment also will be made in Indian Rupees. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage Stamp etc. will 
not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. 

The tender will be opened as detailed below. Belated 
tenders will not be accepted. 

Superscription—Tender No. S4/9673/13/MCC for the 
supply of Blade for BP Knife No. 21 to the department of 
Forensic Medicine. 

Estimated cost— ? 35,000. 

Cost of tender form— ? 312. 

Cost of tender form by post— ? 352. 

Last date of sale of tender form by post—8-10-2013. 

Last date and time of sale of tender form— 

10- 10-2013, 3.30 p. m. 

Last date and time for receipt of tender— 

11- 10-2013, 11 a. m. 

Date and time for opening of tender—11-10-2013, 
11.30 a. m. 


Persons to be addressed for buying and submitting 
tender form—Principal, Government Medical College, 
Kozhikode, Kerala, India, Pin-673 008. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. Warranty—Minimum 2 years. 

4. AMC and CAMC—Minimum 5 years. AMC and 
CAMC rate (to be mentioned seperately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

Gcsjosncsteoos offlojolteocoS Co&OGgsfloej eaoooascrulcso 

6)fflcu51crDlcT3 aileoa)ti3T3)lGej<9ffl siijogoffiou Gnoo^ snil. oil. oocuno 
cncni^ 21 (loo aiossig) ailOTiasmo 6) an ail Gej<ea 
ar)1(3s]aoOT)Oc66)g1(!53 aolGomo raiaojojos raraocnltfti^ro) ojla5)O6rD<a6)0ffll838 
mlGono fflrarDffloannaSolanojjfflooQ) 

cMdeml^jOoBiOggjonj. 

raa'^ooru Gnoooojjo ojlaaoooaaeangjo omoDlcsaraS 
GAOGg^ arajnolorolraa (.njojaarsilaroffloffiara) eie^fflosm 
(GaOoenS mcni^ : 0495 2350212). ? loo-oog GcOiOg 
i2jt,f3aj(.(iJ)«5i!S)1ra8 cdIosuI®) ffl0(ij)^<a.cn)1eJ2gg arD2i2(ij)aJi.a)OJ2o 
ajomrararo) (ij)j<ft.0Q)26)S 1% a)1ffl(ij)i.3aJiG(!5i!nosjo<0)2s1 otiooip 
oofoSajIcoilffllteejan GiaQenpjojrinjfflooQ)! B^neioan auffl^ajlGces) 
eneaiosm. croooruoomraToilcn aJjoraroijgg orunonjaDeanaSceo 
fflj(.3oJi,OT)o eielcOojanailcD ? 150 rnGmlGOffio^oucS oruciolaio 
(.aj1a8on1 (jjoa3, oanjoltsamS GcOiOGg^, GtOjOiplGoOQOS-s 
ng)an m1ejooru®ro)1a3 c3i3GoJcMdlG<e6)6ne(!j)osrn. mlfflaitooii 
crui2i2ia)aj(.ra)ti3TO)l6)a§ aoOTi^cft. GaDooaimIraS 

airaaojsnjauiaooQ)! GjjJ^raTColgjsni. 

oilej ^015)^03 ojoJCffilraa GaGiiffl^sjmilcnnffllGaOffleneajioenD. 
anl<ft.2(!j)1<9)gjo fflojo oojGqjfflo njfflOffl^cralGtaasnsRnoern. s,sms), 
^a3oiijoa3on, (ft)Qa)g1o<sa, (n)cao)aruoffli.wilo93C/3 oruoorJIcOSKoS, 
c9>m2i°lriiia3 r>g)an1 fflujejaijcfec/a Bafiejocruj<a,offla3 aujoffio 
ojtiolGcBsieneaiosrD. aijca) mraStfejandn ojrOOTlmcKXjildloOQjo. 

fflooitsil ejelflOffljanojijo mailoffioco) cnloaicooiio, aruafflaiajcaio, 
agj 3^'^ocrd Qj^ajarunajoa n^anloj nJO&j1<06)o®K»OT)jfflO(i» 
3(3r>ejoarD2cft>c^ aogooj araolcnilcrjjo ajjsosxio aioon onloarultBoj 
ancOTOsm. B^'ieioaro GoOooo s)S)<fl>aogo s)iij(^oa3 rjosjgganm. 
B^aejoan Gnoooarsilsia^ ajIejcniooQ)! aemlGOffio^oucS aiplsicfe 
fflogonnjo orujIcftifflltBojanajim. BcSneiocrd Gnoootmmloa^ 
OD^jcjilGceag oilei mroSa&l ojoeaBoaijanroiosno. B^'iejocrojc&aa 
aiofflip crD2.ajl(jj1.y1a1<aa2an(!j)2(.oJ<S50fflo 3^rieJonnj<a>ooaci^Gcij)o 
raraocnToD^aj) L<o(m1rr)lu51oQ:josGcs3)o arDoan'Vauj|®K»'1(a3 (oijODOffljqrwnoan. 

Gffloeipjard)—B^fieioaru axm^ ci®ara4/9673/20i3/n®o. orul. orol 

Gnoooaaorulteo aanjolarulaa aileomarailGejtaa enjogoaou GoOO^ 
eml.ajl. afflODoD cnom^ 21 oilaioamo ai^Jt^ijanailGeicea. 

rarasa&aSaijcft,—? 35,000. 


onloKntranjjyo—? i %. 
ra^nejocru GciDootairoloa^ nilej —^ 312. 
ra^nejocru (SaDooegiac^ snoJoraS qj>p 1 ajIroSoSffljaD 
caiacucroocD ot) 1 oq)(!J) 1 —8-10-2013. 

ra^'ieiocru CciDooeaBC^ scnoll ailraScoajanD raraaicruocn 
OT)1(X3)OT)l0Q)Jo CruaOffiOJJo—10-10-2013, 3.30 2161101. 

raa<^ocruj(ft,a8 croj1<ft,ffl1<66)2ono cgraojcruoaD otiIoqiotiIcxdjo 

cruoioroajjo—11-10-2013, 11 fflGmI. 

ra^fiejocrujoOjaa OT)jo<a6)jaD anlQQicijildDjo cru2i(H)ajjo— 
11-10-2013, 11.30 2161101. 

ra^'^ocru GciDooo ejelteeijonoanlaDjo cn)2iaijj1<66)jano(ij)1 
ciojoijgg GaroSoil eiociMo—(.'^Tfi3oru1 ajoaS, cn(U5iifl6)aci^'' 
6)2iajo1<66)(a3 Ga)OG§^, e<a,o<p1e<66)os-8. 

0016101(1X0 OOcOjOS 

1. 00Ia2120(0)0coilo3 oolcnojgg 6)6)c0>ojj(ro(i5)<e)o (oncno)) 
ra(3r>ejo(ro1ccno6)SO(jjo (ix)ffl^(jj1C(66)6iiecij)06no. 

2. (3ia)(uaa^6)(jjsjcioonJc0iaio Batiejocrojcftiooos ctojoido ei^eicnlcoS 
croocDCD croo2H,c/)1<a>(o3 aJolGoaocjooDteo ojIccjo os 210 et66) 

6T1S (?J)0 6TT). 

3. (UOO6IBI-iiJ2(aj63t3lCQ)(in 2 (U^nado. 

4. (uo^nailcfe (3i3g<63jgijj6iT)1/(rofflL(0) cojo^nadlta, c3iagcft,jg(jj6no1 
(jiJJfflJ 63131 (XSCOO 5 (0j(3nado) nolo <66)2 <9) 03 
Cr02iij1aj1.^1o1 G<a6)6ngOT)O6110. (313)0100 6)2) ®)1(a8 croococD 

(rD02H,O)1cft)g26)S 6)(3)(0 6)61313)52 cjjl(10 ^TO (I0l{0<66)2<fl)(^ 
nj(o1o)6no1c66)2(no(3)06no. 

5. 2i2(i3cft.2^ (3)2<9> (io(33<a)2(no(3)a. 

(4) 

No. S2-7875/2013/MCC. 13th September 2013. 

Sealed competitive tenders in the prescribed form are 
invited from the manufacturers/authorized dealers for the 
supply of Discs & Kits to Microbiology Department, 
Govt. Medical College, Kozhikode. The tender forms and 
details can be obtained from the office of the Principal, 
Government Medical College, Kozhikode on payment of 
tender cost. The tender should be superscribed with 
Tender Number and addressed to the Principal, Govt. 
Medical College, Kozhikode. Belated tenders will not be 
accepted. 

Each tender should be submitted along with an 
agreement signed and executed in Kerala Stamp Paper 
worth ? 100 (Rupees one hundred only) and EMD @1% 
of the total cost of items tenderd for. Stamp Paper will be 
supplied to the firm outside Kerala, on request, along with 
remittance of ? 150 (Rupees one hundred and fifty only) 
by Money Order in favour of Principal, Government 
Medical College, Kozhikode. Specimen copy of the tender 
is annexed with the tender form. Rates should be quoted 
in Indian Rupees only. All the taxes applicable is to be 
clearly mentioned. Freight, Insurance, loading, unloading, 
erection and commission charges and installation charges 
should be borne by the tenderer. Payment also will be 
made in Indian Rupees. 


SI. Tender No. and 

No. Name of the Items 

with Approximate Cost 

1 S2/7875/2013/MCC—Seriological Kits for Viral 

Infection Test —t 74,000 

2 S2/7882/2013/MCC—Diagostic Kits for Microbial 

infection test —^ 2,65,300 

Cost of tender form: 

Original—? 416 for SI. No.l, ? 612 for SI. No. 2. 
Duplicate—? 208 for SI. No.l, ? 306 for SI. No. 2. 
By Post—? 466 for SI. No.l, ? 662 for SI. No. 2. 

Closing date and time of sale of tender form by 
post—4-10-2013, 3 p. m. 

Closing date and time of sale of tender form— 

10- 10-2013, 3.30 p.m. 

Date and time for receipt of tender— 

11- 10-2013, 11 a. m. 

Due date and time for opening of tender— 
11-10-2013,11.30 am. 

Date upto which rates are to be firm —31-3-2014. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender specifications 
are liable to be rejected without further notice. Tender 
form is not transferable. Duplicate copy of tender form can 
be obtained on payment of cost. The tender will be 
opened in the presents of the tenderers or their authorised 
representatives, as scheduled. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost if request. 

3. Warranty: Minimum 2 years. 

4. AMC and CAMC : Minimum 5 years. AMC and 
CAMC (rate to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

Cc6jO<p1g< 06)OS 6)21(U)1<e6)03 Gc0)OCg^l6)ei 6)6)21GL<a.06niG(n)0gs1 

(u1eoa){3i3)lGei<ea (3)06)!P aJOOQ)2(m <e3lg2<6jg2o (U)1(m<6j2<a3g2o 
(Ul(3)(8611)o 6)^(^2‘^®’T®^‘®® (n1^21210(3)0c66)g1(33 (UlcOnDO 
(3I3(lIffl2®S (313oCn1<6j^(3) (111(3)(86m<66)0(31(33 COlCBOmO 212L(3(U^(3)2o 
2i(3rDoo(i)1<ndo1(3)(U22io(X)) 3a'ieio(ru2<63(A <6Ai6m1ii-|i6)<6)0a32tm). 





tcftiia 3(3'ieJocro cncnjojo aaDmlmoajjo 

cr)cnj(3 n^a&esoa n^jjeJOJjo 

1 ng)am.2/7875/2013/n^o. ami. crul.—amlGoogffii1<66)ta3 <ft.1g 

6)6)CUO(03 gP05fiD c6Ai0(3 
oscrgl anj sojenel — 

? 74,000 

2 ng)crD.2/7882/20i3/ng)o. oml crul—cu)oc»eaT)0(jm1(£b (ftngjajC/S! 

6) S) i2i G i Si 0 enj 00)08 
®a3a£ic0iua3 ostjglcnj 
CSdJSnsI —^ 2,65,300 

osane^ eoDoooicnlfflci^ oilej; 

oraoTJoS— t'ft'®fnafij^ i-od ? 4i6, t<ft'ffl<T)afij^ 2-00 ? 612. 

nJ<9)^n]-I-OD ? 208 , 2-00 ? 306. 

O)oJ0O3 (U<p 1-l.'9i®cr)cnj^ i-od ? 466, 

2-00 ? 662. 

O)ojoo3 njipl osere^ culoSceojanD raraojcroocD 
O)l0Q)ro)l0Q)2o crufflcsjoijo—4-10-2013 offlQjcOjjccmoo 3 aieml. 

fflsens^ Cn£iooo (u1o3<66)jarT) oiaaiomooD oilooioilcnijo 
CrUfflCSDQJJo-10-10-2013 OfflOJaOjjeOnDfflo 3.30 2161101. 

oseng^ eje1(S<06)6Tie oiIooioiIodjo crufflooiajjo—11-10-2013, 
11 aGml 

Qserie^ oijOaoeijoT) oiloo) oilcnijo cruoicxDajjo— 
11-10-2013, ooailoej 11.30 ffieml. 

ra^nejocro ool^oiooQilffllcOojaT) oiloo)®)!—31-3-2014. 

raa'^oom (Scinooojjo ajlaaraoooaeaisgjo 6)maDl<s6)o3 
(i<ft,o«gsoaDlaro1o3 oolono eie^oioem 

CBoDoenS cnom^ (0495-2350212). ? loo-eio^ Gc0>og ajc<3ijJC®)roiRS)1o3 
aolaailo) ffloo)icft.Qa)1eJ2gg cru22io)aJi.OT)ajjo ojocoraortnoijcajQOijeis 
1% aDloO)l,3(Ui<JOr!5)OSJo cSjJSI 0)06)<P Cno3<ft.l0Q)1ffl1c86)JCm 
e2i6)ej<pjor3)j2iooQ)1 3(3'^oam am2i(3^l8<66)6nso)06m. cruocrucoao 
00)100)011000)133 cru£iOojao63BC/3c0a ffljt,3ojtO)o ejelooojonoojloo 
? 150 meTTilcgcniocaajoa ctdooIoio (.'^1a3aro1ojoc/3, cncuendamaf 
6)fflnjL)1c86)o3 e<ft.0Gg^, (Scft>o>plG<s6)os 0^)010 oilejoom00)1 o3 
OTa(Soj<ftai1C(66)Gnso)06rn. CT)1oo)C3aii am2iffl0)on.0)00)l6)n§ aoan^Si 
3^nejocru Go£)oooo)1o 3 OTaoojenicnpffloajil GoKSoimlgjerie. 

Oilei ^(0)^03 OJoJOailoS Gffl6)J6)oJS2OO)1(!Q)1ffllG<66)6TieO)06n0. 
oolcOjjoncftigjo fflgjo 6)ajGqj6)0 ojfflOfflaaalG<66)6rieo)06iio. Sismrm, 
Sci3oaijooaam“ c9>0Q)g1o<e6), (!Q)i.oro)crDOffli.w)1cft.c/3 cniDOoiltoaoS, 
ca>2ffl1oadoa og)ono1 6)ojej ojj<a,a3 3(3'^o oroj tejO(3 amicnio 
ajor)lGc66)6Tieo)Osno. (m^Si cnoSAjonoo) ^00)^08 ojoioailejo 
0Q)1(a1<eo2o. 

6)6)(iJ<ft.1 eiel<66)janoo)jo fflO)lQQ)0<i!) aolo o) (.301^,0, 
cro22i O) oj(.0)o, fflooj 3^nejocn) oj^qj amn cOjC^ o^onoloj 
oJoej1<e6)ooo)0)jfflooQ) 3^nejocn)j(ft>a3 fflogoooloQilojjo t9jjs06)O) 
0)5)000 oo1oom1o06)2orT)0)06rn. o^'^eiooru Gnoooo 6)6)tft>fflogo 
6)iij^oo8 ojosjggo)^. o^f^oom Gaoooortnloci^ oileioffiooffil 
aenolGOQio^cu)^ 3>pl6)ce> aogoonojo omj1caj0lo96)jonoo)^. 3^'^ooru 

Gn£10000)100 011^,2^1 G<66)g Ojlej 0008(ft)1 01063300120000)0611). 

3^neio om2 c9>c/3 o)06)<p om2i3Jl (jjI ^1 oI < 66)2000 o) 2 LniAorao 
3^aei0 0m2<6>0O6)a§G(D)0 raiaoa)1<6>2,0) [.nJ®’T3)1U)lQ0)26)SG<I!)O 
omoaoo1f3PioO)1o8 o)2o<a6)2000O)06rn. 


ool6nioru)oo<ft.a8 


1. 001^210 00)0 oil 08 00l0002gg 6)6)<63oJ20nJO)<ftiO (0)000)) 

3(3'^00mlG0006)S0>jjo ommaajlGc66)6iieo)06n). 

2. raia)Oiaa2|6)(jjS2ononJc0iaio 3^neioaro2<e300o8 omioo)o 
6)i3jeioi1o8 omocDOD omoai.w)1<6>(;3 nJolGcraoa)oo<3£:»<a6) 
onGa)C13)ffl0G<86)6n3O)06n). 

3. oioo6iie1 —2 oi^nado oo1^6nioru)o. 

4. oio^onlcft. (Stag cfti2 g ijjsml/omfflto) oio^nsilcft) 

raiag<6>2g(jj6ii)1 (110202^^'®® 5 oi(8naio oo1^6iiioru)o) 
oo1(a<06)2<6jC/8 6)oiGqj6)o om2ijJl(jj1^1olGc66)6iieo)06ii). 
(3ia)Oiaa2,6)ffl®.1o8 oroocpoo omoai.t^1<6>g26)s 6)O)06)6OO) 

S2aj1oo oo1ffl<06)2<e3a3 rJo1a)6n)1<0S)2fO)O)O6ii). 

5 . 0238c632^ o) 2<63 ooo8<6s2orT)0)^. 

Office of the 

Government Medical College, (Sd.) 

Kozhikode. Principal. 

RE-TENDER NOTICE 

No. Sl-13237/2012. 27th August 2013. 

Sealed tenders in the prescribed form are invited for 
the supply of the Treadmil Machine (T.M.T. Machine) 
1 No. for Cardiology Department, Medical College 
Hospital, Kozhikode. 

Superscription tender number should be specifically 
noted as Sl/13237/2012. 

Estimated Cost —^ 15,00,000. 

E. M. D.—1%. 

Price of tender (in duplicate) ST Cash only/Money 
order—? 2,576. 

Date and time of close of sale of tender forms— 

7- 10-2013 at 3 p. m. 

Date and time for receipt of tender— 

8- 10-2013 at 5 p. m. 

Date and time for opening of tender— 

9- 10-2013 at 12 Noon. 

Date upto which rates are to be firms— 
31-12-2013. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be send— The 
Superintendent, Medical College Hospital, Kozhikode. 

Gcfti0>plG<66)0S 6)fflCU)1<66)(a8 G<6>0Gg^l6)ei cft)0^CU)lGa»0g^1 
cu)1(jjo^§26)aa§lGei<60 6)tsaua1(!58 oanido8 (s1.aa)o.s1.6)fflr>ido8) 1 

<1^)611^0 (ii1(3)ra6mo 6)iii(3i2on)(3)1cn onlasuloj) Gn£iooti3i3)1(a8 om1(38 
6)i3ja»(3) 6)S6n302<6>c/8 <8Ai6m1ii2i6)<fl>oa32onr)2. 

6)S6re(8 (3ia00)a» <66)2000 <9jaio1oD2 a2'®’§T®8 ooorua 
tig)0m.l/l3237/2012 <i®0n() (112,<6<3)fflOC)Q)1 <6j06m1^1ffllG<e6)6n3(3)0611). 






rairasBjraS cOTjca—? 15,00,000. 
crnoOTitraoj^o —1 %. 

oseng^ CtiDOO(!sr3)loo§ oilei—? 2,575. 

6)S6ng(3 GnDOOo Qj1(33c06)jaD (31301011007 (3) 1(33) (3)100) Jo 
OUfflCXDOJJO—7-10-2013, 3 fflSTTfl. 

fflssng^ cft.1(?§sne rarsoicrDOO) (3)1(!a)(3)1(XJ)jo otnacxDOjjo— 
8-10-2013, 5 aeiDl 

fflsene^ (3)J0<66)J0D (3)1(X2)(3)1<33 )Jo CrUfflOQ)OJJo-9-10-2013, 

12 aeml. 

6)S6ngo1(o8 oJ0(H)j0T) 07lfflt6fi)j<a>a3 tnJ06njejj,coi3)1ei1ffl1et6fi)Gn3 
(3130100100) (3)l0Q)(3)1—31-12-2013. 

3(3r>eioaoi GoOooo <fti1§jor)(3)1onjo njjo1aj1.y (stBODaiSeces) 
sns(3)jfflOQa) effl(o3orieioooio—(nijtoJene, 6)fflajDlc6a(33 CcaoGgs 
(3I3)(73JnJ(.(3)1, Gcft)0<Ple<66)0S. 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 

TENDER NOTICE 

No. S/3329/13/DCC. 3rd September 2013. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of the following Equipments to 
the Government Dental College, Kozhikode-8. 


SI. Tender Number and Superscription 

No. 

1 S/3329/13/DCC—Curing presure pot. Pulp testers 
degital etc. 

2 S/3330/13/DCC—Bleaching Unit 

3 S/3331/13/DCC—Hydro Soldering and Welding, 
Intra Oral Camera 

4 S/3332/13/DCC—Automatic Intra Oral and X-ray 
processor 

5 S/3333/13/DCC—Deflasking Unit 

Cost of tender forms: 

Original —t 420. 

Duplicate —^ 210. 

By Post (Money Order only)—? 460. 

Closing date and time for sale of tender forms— 

22- 10-2013 at 3 p. m. 

Closing date and time for sale of tender forms by 
post—14-10-2013 at 3 p. m. 

Last date and time for receipt of tender form— 

23- 10-2013 at 4 p. m. 

Date and time of opening of tender—24-10-2013, 
11 a. m. 


e<ft,o<plGc 0 S)os (TioisriSfflao^ scmxsi cAocg^lc&icBa (otooip 
s)<fl>osjraKj)1o1<66)janD ©(uin^isS grUArasmesnoS oilimoemo OiiJc^jonD 
((»1aei<66) lajcBoi^ o^'^ocroj.a.aS cMdsml^j 
OAoaaicmj. 

B(3'ieiocru oocmojo ci2i6)&i<pjraKj)jo 

cnorua 

1 n®(ni/3329/l3/(Ull.Cm1.Cni1.-(Sijijoloai GnJ0§, 

nJoSnj 6)S(jv^^ (uilsIoroS fflj(i5)eio(n)(ii 

2 ng)cru/3330/i3/(uil.(nil.cni1.—sml^locn (XDjsmIg ajiineioOTOi 

3 ng)(TU/333l/l3/CUil.(ni1.(ni1.-©6)^001.0010 GCni0(^CU1o1oai 

(arajOg'' aoKsScuilooi s(i3i.so 630ora8 <ft,j,oi2io 

4 n®(rD/3332/i3/cuil.cm1.(nil.—aoG§oaog1<£b ^{t3[.so aooraS 
(arajog'' ngjt&oruao Gttiiocrocm^ ajOTimocoxii 

5 ng)cru/3333/i3 (uilorul.cml.—cuilndgocrucftnocn (xsjemlg 

ra^'ieiocro GnOooraKjilaag oilei: 

aol^IcnaS—^ 420. 

(uiij(jJlG<66)g—? 210. 

(aioJoaSmsH (ffl6mlG(n)oa(uia moicmo)—? 460. 

radfieiocni Gnoooo oiliaSoJor) rata 01 cm o ml <9a jam 

(a)lQ3)(a)lQ3)jo aroffloaoijo—22-10-2013, 3 meml. 

ra^'ieiocni GnDooo oilioSnjm raiaoi cmo ml <66 )Jctt) 

(!j)1cn)(S)1(n)jo cmfflcxDoijo (otioJooS ajoeum)—14-10-2013, 3 aeml 
ra^neiocru GoOooo eielG<aa6n3 (araoKmom (!J)1 cd)(!J)1q3)Jo 
( mfflOSCUJo—23-10-2013, 4 fflGmI. 

ra^'^omi (!j)jo<66)jam ojilcnxailcxDjo cmacuxiijo—24-10-2013, 
11 i2)6m1. 

Government Dental College, (Sd.) 

Kozhikode. Principal. 


TENDER NOTICES 

( 1 ) 

No. S2-3036/2013/IMCH. 21st August 2013. 

Sealed tenders are invited for supply of Radio 
Frequency Generator 1 No. in IMCH Medical College, 
Calicut-8. List of item can be had from the office of 
undersigned during office hours on any working days. 
Envelop containing tenders should be superscribed with 
tender numbers or indicated in the statements below and 
should be addressed to the Superintendent, IMCH, 
Medical College, Calicut-8 Kerala. Tender must be 
submitted in sealed cover. Tender will be opened on 
11-10-2013 at 11 a. m. in the presence of such of the 
tenderers or their authorized persons who may be present 
at that time. Late tenders will not be accepted. 

Approximate cost —^ 3.85 Lakh 
Cost of tender forms (Including Tax): 

Original —^ 840. 

Duplicate —^ 420. 

If sent by post, postage charge—? 50 extra. 








Closing date and time of tender forms—9-10—2013, 
3 p. m. 

Last date and time of receipt of tender— 
10-10-2013, 5 p. m. 

Date up to which rates are to be firm—31-8-2014. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala will 
obtain the requisite tender form in which the tenders 
should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted above for a set of tender 
forms in which will not be refunded any circumstances. 

The tenders should undertake the responsibility for 
the intimate service even if any change in the dealership of 
the product supply. 

The tender forms are not transferable. Cheques, 
postage stamp, draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting to 
1% (Roimded to next 1 Rupee) of the total cost of articles 
tendered for. The tenders not accompanied by sufficient 
EMD will not be entertained. 

Further details can be had from the office of the 
imdersigned during office hours on any working day. 

e<0jO(p1 cscBoos 6)fflnjDlc8S)(o8 laoan^aaloaj 

crooOteiiiem Cc&lcb( mcnleejcsa crndjojcra^aocn) eonjuleoao 
I.n£i1ca>ja3crul (i ng)6n^o) culanoemo 

(!j)lcej<6a mlaailaj) CnOoomfIraS es6reo2<9)C/3 

oajoggjcmj. B^nejocru cardScBOoeiiJt^jaT) taQjoIcnjffljajglroS 
BcSnejocrucncmta og)<pjao)snsRDjo crujtnJene, 
cn)oo<0iiismGcft.ccBo, c<i9jO<ple<66)os-8, Gcftifflgo (ia)onD (ulnjocrDcoTinlroS 
c3i3t!Q)^1ffllG<e6)6neOT)2i20sm. B^'^ocruj.aaS cmootp Gnjacmmlsiaa 
OT)“lQ3)(!5)1<63g1&JJo CTUfflCrSOTinjo C3I3eaJOC/3 ar)OSfflOQ3)1§Jgg B^'^OCTID 
cmaattjl^ojojosGcrso rarama iijjmcOTBJfflajsjraTinItnngjgg 
ffljesGOffio cmoomlrsuiroimlraS 11-10-2013-00 (!J) 3 oq)OT )1 ooculem 
11 fflsm1c0o (OTjOteffljomanoern. 6)0(U<ftncft>1§jcm B^f^ocrojcejC/a 

njffl1cn6m1<6fi)jnT)(!j)m. 

(air5S89>ro3 ^ 3.85 ojcMdo. 

cnlfflcmcBOj^o —1 %. 

B^nejocru CcmooajKhlnng oilej (cr)1<ft.j(i5)1 cronolcno)— 
BolsIcnroS—? 840. 

CmiJojlScOOO-? 420. 

B(3r>ejo(ru Grmooo ailoSoOQacjjsjcm raraojoruoan anldsanlosjo 
crufflcxKiujo—9-10-2013, 3 aeml. 

B^r>ejocru Gdoooo (ruj°lc83ffl1c8S)2aT) caiaojcruoan anlooiBJilcsDjo 
CrufflCXDIUJo-10-10-2013, 5 (216ml. 

B^fiejocru cn1a<6a (.r>J06njej^(!5t!5)1ejla1e<a6)6ne anltn)®)!— 

31-8-2014. 


B^'iejocru (ru(a(3ijjTc06)jajon3 otiocsSoJ oj, gg 
6)(iD. 0 ^) 0 . Crdl. 630n£l1cro1(08 (3TaCnJtaiin(e6)2CmnJ(9iilo 

raraiajaa^ffiotn) B^'^ocro GnnooemuS (mo6)9 ac&os^amlalcBa^cm 
(.oJtftiOOo OT)j<a. raias^ooS eielcoeijcmraio6nd. B^'^ooru 
en00063BC/3 6 ) 6 )ca>i 2 iooo eiiiJtgiocTa tuosjgganm. OiiJteejcOjC/S, 

CnJOCm^^ (.fUlOodg r>3)Cml0J BcS^eJOCrO GnDOOKJKJlISICI^ 

(ulej 03)0 03)1 croj1c9)ffl1<e6)jcm(ij)m. B^nejocrd Gnoooo 
OJI.cJI.ciJI. (318)03)1 (3lr803)0ffio96)jcmcij)m. 

<fl>jS2(3)o3 (u1(Uffl63BC/3 (.nJ^iraroilcnuiiQOOTiOT aoo 
GBOnDlorulcoS oioccnjonl^ooS c3i8o1o3)oajjcm(3)06nD. 6)S6ne^ 
cnsojslcftic^ mjcmo1oo)1(jj1ejoe(iS) cr)1§l6)cu(i:Bc66)jcmo)lGcno, 
cniac!5ira)1ojoffi<96)2(m(3)lGmo ggg raracultOjorao crojCojenglroS 
cnlceAiloj (0)1210603. 

( 2 ) 

No. S2-5158/2013/IMCH. JOfh August 2013. 

Sealed tenders are invited for supply of Bowel 
Steriliser (1 No.) in IMCH Medical College, Calicut-8. List 
of item can be had from the office of imdersigned during 
office hours on any working days. Envelop containing 
tenders should be superscribed with tender numbers or 
indicated in the statements below and and should be 
addressed to the Superintendent, IMCH, Medical College, 
Calicut-8 Kerala. Tender must be submitted in sealed 
cover. Tender will be opened on 11-10-2013 at 11 a.m. in 
the presence of such of the tenderers or their authorized 
persons who may be present at that time. Late tenders will 
not be accepted. 

Approximate cost —^ 32,000. 

Cost of tender forms (including Tax): 

Original —^ 315. 

Duplicate —t 158. 

If sent by post, postage charge—? 50 Extra. 

Closing date and time of tender forms—9-10—2013, 
3 p. m. 

Last date and time of sale of receipt of tender 
forms—10-10-2013, 5 p. m. 

Date up to which rates are to be firm—31-8-2014. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Cahcut, Kerala will 
obtain the requisite tender form in which the tenders 
should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted above for a set of tender 
forms in which will not be refunded any circumstances. 

The tenders should imdertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 


The tender forms are not transferable. Cheques, 
postage stamp, draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1% (Rounded to next 1 Rupee) of the total cost of 
articles tendered for. The tenders not accompanied by 
sufficient EMD will not be entertained. 

Further details can be had from the office of the 
imdersigned during office hours on any working day. 

(Jcft.0S=1 GcBOOS 6)fflnjDl oSfflOS G<a>OCg^ (20 85)^001 oaj 
cruoOcMdGm 8c9>(.a3m)1cejc0a rarajOj 03^,12000) eraojoS 
e(T|)ol6)Qejcru^ (1 cnlanoemo Oiij^janDdDlGejcSO 

mlaaJlOT) GciOootmmlroS 6)S6nsojca>a3 oSAiemlii-iiOtfeoaaKmi. 

o^'^ocru (3ir3s<66)o6)iiJc^jaT) <6jaJo1(r)ji22<ejg1ro3 racSnejocTumcma 
n^ipjectnenecOTjo crujtoJeni, ffloan^cralcraj (rDoacftad6meca>i.cBo, e(ft)0<p1 
G(6€)0S-8, GoSifflgo 0^)00 Qi1eJOCrU(!3T!S)1«53 (3T30Q).yiffl1eo96)6ne(!J)J[2O6rn. 

CTDj<ejC/3 OT)06)>p Giij(3(gra)1 sisa cnToa)OT)1 <9)g1 ejjo 
crofflcsyajKnjo c3raG(jjoa3 ooosaooangjgg BcS'^ocro cruffl^crjl^ojaj 
esGOQio caiaoj^ ^ijifflgngjafjs^tgtgdcailsiaa n^sogjffloajGSGQBO 
crDoaTnriUi(iiTiS)1a3 11-10-2013-00 anloasnl aooilaej 11 memicea a)jo 
(effljrmanosrn. oaQjcftntes)1§2aT) ra^nejocrujcajc/a njalcnemlteejcmcinm. 

(3I3S®)®8 ^ 32,000. 

cnlacOTLBQJjiO—1 %. 

B^'iejocru GciOOOOTKnlfflog oilej—(mlcfejcnl orunnlcwo); 
aol^lmaS —^ 315. 

OUiJcjjlGcSOg —^ 158. 

3^'^oano GoDooo aila8<96)ffl(jjsjcTT) raraojcmocn ailaaxmlcnjjo 
croffloacnjo—9-10-2013, 3 meml. 

3(3nejocro Gnoooo cruft<63a1<96)20T) raacncruoan RnncmajilcQjjo 
croffloaiaijo—10-10-2013, 5 asml. 

3(3'^ocrd 0Dla<9a CnJoaueijiKjisilejIalGcefflsns (iS)1oQ)a)l— 
31-8-2014. 

3(3'^ocru croa^ttjItsajojooS aioraSoj aj, aj gg oi^ 
an^. 000 . crdl. sonoTcrdlcoS caaGoJcOiiilcBajcrDnJcBiaio 

c 3 ra)(uaaifflocn) 3 ( 3 nejo(ru GcmooeaBoS aioatp acftiOS 2 (! 5 r 3 )la 1 < 6 a 2 anD 
l.aj< 9 ) 0 ao OTijcfc caias^offlS ejelcoajcmaioan. 3 ^'^ocrd 
GcinooeaBoS etet&taooo ajiK^ooS njosjggaim. a^iJcea^tfeoS, 
GoJOGm^^ C<9U0(mg n^onoloj a^neiooru Goooodjrffnaog 

oilej 00 ) 000)1 crujTta) a 1 ceaj cm OT) ej. 3 ( 3 nejocru Gnoooo 
Ojl.nJI.ojl. (313)00)1 C3t30Q)0C»<SajCm(!J)m. 

cft.jS2OT)co3 ojIcuassBoS (.nJ^irorailcruffl aoxuro) S'!) 
a0(i£i1cro1(o8 raraGcninail^ocoS (3T3o1oQ)ocijjcmcij)oani. asang^ 
cnsaJs1<6jC/3 ffljcmolcsDlcjjlmoaoj) cnlglaojoffitsajcmailGcno, 
cnlcSasrailojcfficeajcmcijilGcno ggg raracDlcfcoao cru2i,oJsrtg1(o3 
(T)1cftiinnJ(!J)ffl06m. 

Institute of Maternal and Child Health, 

Government Medical College, (Sd.) 

Kozhikode. Superintendent. 


TENDER NOTICE 

No. E/730 (A)/2012/CNC. 9th September 2013. 

Sealed and superscribed tenders in the prescribed 
form are invited for the supply of Furniture for the use in 
the Conference Hall of the Government College of Nursing, 
Calicut. 

Last date and time of issue of tender form by post— 
1-10-2013, 3 p.m. 

Last date and time of issue of tender form— 

8- 10-2013, 3 p.m. 

Due date and time of receipt of tender form— 

9- 10-2013, 4 p.m. 

Date and time of opening of tender— 

10- 10-2013, 11. 30 p.m. 

Date upto which rates are to be firm—31-12-2013. 

Tender forms can be had from the office of the 
Principal, Government College of Nursing, Calicut direct on 
payment of ? 1,800 and by registered post on payment of 
? 1,840 by Money Order. Tender forms should be 
superscribed as “Tender No. E/730(A)/2012/CNC and 
addressed to the Principal, Government College of 
Nursing, Calicut, Kerala- 673 008. The last date of receipt 
of tender is 4 p.m. on 9-10-2013. Late tenders will not be 
accepted. The tenders will be opened at 11.30 a.m. on 
10-10-2013 in the presence of tenderers or their authorized 
representatives who may be present at that time. 

Tender forms are not transferable under any 
circumstances. Cheques, Drafts, Postage Stamps etc. will 
not be accepted towards the cost of forms nor will the 
forms be sent by VPP. Duplicate copy of tender forms can 
be had on payment of ? 800. 

Important 

The tenderers should send along with the tender an 
agreement executed and signed in Kerala Stamp Paper 
worth ? 100 and an EMD at 1% of the total cost of the 
items tendered for. Tenders without agreement and EMD 
will be rejected outright. Specimen agreement is annexed to 
the prescribed tender form. Stamp Paper will be supplied to 
firms outside Kerala on request along with a remittance of 
? 140 towards the cost of Stamp Paper and ? 40 as 
incidental charges by Money Order. Brand name of the 
item quoted should be mentioned. 


The list of items to be supplied and further details 
can be had from the office of the undersigned during 
office hours. 

ec03O<p1a<e6)os cmuenSomog" cniparoloo) e<ft.oegs1oej 
(Scft.06n3rmoa3(ru noogicejceffl (3%cu 00 ^ 0000 ) 
ojIcOToemo e^jji^jcmcnlcn (r)1(3i2i20 (tnoteagltoS cnlccmo 
caiBocnlcej^cm oiloxaemoBooffllraS cnlccmo ajtpcu^cinjo acsrufflouiln^sl 
(OTCiJjaocn) ocat^ocrujcejc/a cMdeml^jOoBiOggjcmj. 

cn1aOT)t3(Uio—assne^ (is)jcft.(n)jas 1%. 
ra^'iejocro CnDoocoirolaag oilej: 
aol^IcnoS—? i,800 
cmjijoJlcoBag—? boo. 

cmnJOCOSciJtPl-? 1,840. 

raatiejocrd Cruoooo (!S)aJoco3oj<p1 culcoS^jcn cialajcm 

OT)l0Q)OT)l0Q)Jo CrDfflOffiCUJo-1-10-2013, 3 ffl6ml 

raatiejocrd Cnoooo ccnalg eielooajcm raraoi croocn 
OT)1<n)(!j)loQ)jo croaomcnjo—8-10-2013, 3 aanl 

raatiejocrd crDilcftiffllcoajcm caracucroocn ctnlcn)snltnijo 
crufflOfficujo—9-10-2013, 4 aanl. 

ra^neiocru csijoooajcm salajJcoiltxDjo cmmofflcujo—10-10-2013, 

11.30 aaml 

(OTJcSj cnlciaJIcsiaocn)! cnloBcceaens cotIoq)®)!— 31-12-2013. 
rac3nejocmj<a)C;3 ®/730 (n^)/20i2/cro1.(ia)ci3.crDl. na)cm 
caaenpjccstsiosjo&jsl ccnaig cncoScOjjAcofflo “toilci3cru1^oc/3, 
c/)cuGn3aaci§“ Ccfcocg^ aooo cn>p cruloc/i, aacuol coacoS 
c<9)0cg^ ojI. a., c<ft>o<p1 Ctoaos og)cm culeiocruratsiloS 
c3raQQ)<sS<6aj<ft.cc!Q)o aoJC(§/Gn3(!j)Ocft.2cm2. cnTcsulco) aalooxcnltBajccraoiio 
eieltoajcm ra^fieio cruj <a>(;3 cruj1<ft. a1 coaj cm co) a. 

8^nejocroj<a>c/3 cacoS crujojlojl^ alcucroo .fti^OTiicruacxDcijrs) 
a^'^ocrujo&oaacigaoffio c3T3ocn1<a>,^OT) toJcoilcnluilcsDjascaDO croocml 
fau^cijKJilcsS OTijOooaaojsjo. cmoJoeilcisS &je1<eajcm a^fieiocru 
CoDoociSTisilaci^ culeicxDocxjfl aamlcofflodcu)^ asHaoBi aagocmjo 
crujIcOjalooajcmsjia. 

? 100 culeioffijgg Ca&ag cma<9ao^ ajtraoJtcmcijKJilraS 
crilcmilciS) aocm^oOjOonBJjgg cruaacmoJtcoio cuocnaraiu) sajtfeoffijas 
aaj cacmaocno cnlacoitracujiCcaraiosjcajsl B^oejocmlccnoasoojo 
cma^ojlcreaeneroioan. 

cOjjsjciJKsS m1(ua63i3(/3 crapcrulocn ca^ocgs aooolcmlcsScnlcmjo 
toj(ii^(!5r3)l 3lojcrD63i3g1(33 eje1<6ajcmOT)oan. 


Office of the Government 
College of Nursing, 
Kozhikode. 


(Sd.) 

Principal. 


